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it’s true! maintenance costs: 


are even 
LOWER! 


Vith such features as minimum 
eam area, X-ray controlled 
velding and adequate strength 
-it was only natural to expect 
fackney Cylinders to cost little 
0 maintain. And now—it costs 
ven less! For new features have 
een added—features that re- 
luce your labor costs. 

There’s a “scalloped” foot 
ing. It has no hard-to-clean 
revices ... permits thorough 
ospection . . . and assures 
asier, more complete cleaning. 
Zou can see what this means 
vhen it comes to labor costs. 
“his foot ring is stronger, too. 
“ogether with an improved, 
.eat-appearing circumferential 
veld, it makes a sturdier cylin- 


Pressed Stee¥Y Tank Company 


der of a cylinder noted for its 
stamina. 

Then, there’s the subject of 
repainting. It’s less frequent 
with this new Hackney Cylin- 
der, owing to a thorough fin- 
ishing procedure which per- 
mits a better bond between 
paint and cylinder, or a better 
surface for galvanizing. 

All in all, this cylinder is the 
result of years of experience. 
The L-P Gas Industry has been 
watched closely by Pressed 
Steel Tank Company. They 
have been in close contact with 
users and know their problems. 
The result is a complete line of 
cylinders designed to fit your 
needs. 





THESE NEW FEAT) 
MAKE A GREAT C 


even bet 





IMPROVED FOOT RING—i 
and easier to clean. 





DEPTH CONTROLLED ST 
clearer and more uniform, 











SINGLE CIRCUMFERENTIAL 
improved and results ins 
appearing finish. 


Thorough finishing prot 
made possible by new 
Steel Tank Compan —e 
Results in complete 
cleaning. It makes a be 
ing cylinder—and oneth 


Manufacturers of Hackney Products 
Main Office and Plant: 1487 South 66th Street, Milwaukee 14, Wisconsin 
1399 Vanderbilt Concourse Bldg., NewYork 17 ¢ 227 Hanna Bidg., Cleveland 15 


its looks longer. 


Hackne, 
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small... but does a BIG JOB 


Here’s a meter specifically designed 
for measuring LP-gas from bottle 
gas sets, storage tanks and distribu- 
tion systems. It’s small (8" long 
x 7-7/16" wide x 10-5/16" high), 
light in weight (8 lb.), and the 
standard meter has ample capacity 
(90 cfh*of 1.5 sp. gr. gas at 1/2" 
pressure absorption). Metered out- 
lets are a potent selling argument 
for LP-gas service and effect many 
distribution economies. In today’s 
competitive. fuel market can you 
afford to operate without them? 


Take a good look at the new Rockwell- 
Emco No. 00 LP-gas meter. See how small 
A REAL LP-GAS METER it is? Just think how this meter will tuck 
away in close quarters. It’s featherlight, 
FOR SOTTLE GAS OR too; saves in shipping and handling. 

TANK GAS SETTINGS The attractive outside case is made of 
pressure cast aluminum alloy. It won’t 
rust or corrode. And this material is alloyed 

to a high fracture resistance for safety. 
The working mechanism embodies many 
fresh, new engineering ideas that provide 
greater capacity and longer life. And the 
repair plan is the simplest ever devised. 
After a period of years the complete meas- 
uring mechanism can be economically re- 
placed as a unit using only ordinary tools. 
You’ve really got to see this meter in 
action to appreciate its many advantages. 
Why not write the nearest branch office 
( ) today for an eye-opening demonstration? 

Ask for Bulletin No. 1163. 





PITTSBURGH EQUITABLE METER DIVISION 
Rockwell Manufacturing Company 
PITTSBURGH 8, PA, 


Atlanta Boston Chicago Houston Kansas City Los Angeles 
New York Pittsburgh San Francisco Seattle Tulsa 


Rockwell-Emeo no.00 up-cas METERS 
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The No. 959, 

one of 22 Blod- 

“=; gett models now 
. also available 

in Monel 














Tow you can buy Blodgett 3 FLuxe 
No. 900 Series ovens in #35 MONEL, including 


complete exterior and all interior surfaces normally sub- 
ject to corrosion (except shelves). This gleaming, polished 








” metal adds to Blodgett’s other famous features: 
. Longer life Greater beauty Amazing clean- 
- ing ease Freedom from service worries. Write 





today for descriptive folder. 
2 


THE G. S$. BLODGETT CO., Inc. 


50 LAKESIDE AVE BURLINGTON, VERMONT 


lews 





“THE KITCHEN DOES THE WORK” 


digested from the Woman’s Home Companion 
a feature of the fall issue of 


HOMEMAKER’S DIGEST 
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Coccececes 








You Can Hook Up a Whole Houseful of 
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BIG TANKS, 250 TO 1,000 GALLONS, 
ASSURE A YEAR-ROUND GAS SUPPLY 


SMITHway LPG Systems are available in standard sizes of 250, 375, 500, and 
1,000 gallons. Capacities up to 30,000 gallons built to order. Aboveground 
types are delivered complete with heavy integral flange supports, easy to 
install anywhere. Underground types, which minimize freezing possibility in 
the coldest weather, require an absolute minimum of maintenance. 


Clamaglas — 


LPG WATER HEATERS 


The A. O. Smith Corporation manu- 
factures Permaglas SMITHway Water 
Heaters for LP gas. Mirror-smooth 
tanks of sparkling blue glass-fused-to- 
steel CANNOT rust or corrode under 
any water condition. Write for com- 
plete information. 

















*MAKERS OF AUTO FRAMES, PRESSURE VESSELS, LINE PIPE, OIL-WELL CASING, BREWERY TANKS) 
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Gas Appliances to a 


FOR BUTANE OR PROPANE — SWITCH EASILY ANY TIME 


SMITHway Combination LPG Systems 
accommodate either butane or propane, 
whichever is more economical and more 
readily obtainable. Use esther gas in a 
SMITHway System with equal safety and 


efficiency. Change over at any time at no 
additional cost. And the big SMITHway 
tanks let owners store surplus LP gas in 
summer against any possible wintertime 
shortage. 


AVAILABLE NOW IN QUANTITY — QUICK DELIVERY 


Adequate stocks of SMITHway LPG Sys- 
tems in all standard sizes (250, 375, 500, 
1,000 gallons) are usually ready for im- 
mediate shipment. Every SMITHway LPG 
System meets or exceeds all safety codes. In 
their manufacture, A. O. Smith* utilizes pro- 


cedures and standards heretofore used only 
on products designed for exacting industrial 
service. 
e . . 
Phone or write the nearest A. O. Smith 
office for complete information—today! 


Wh 


WELDING EQUIPMENT, STOKERS, WATER HEATERS, CENTRIFUGAL AND DEEP-WELL TURBINE PUMPS 
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147,000,000 Selling Messages to 3 out of 4 Potential Customers 
12 Months a Year— 


LADIES’ HOME JOURNAL L.P. Gas Range Advertising 
GOOD HOUSEKEEPING 


BETTER HOMES & GARDENS COUNTRY GENTLEMAN 
AMERICAN HOME HOUSEHOLD 

SMALL HOMES GUIDE FARM JOURNAL 
McCALL’S SUCCESSFUL FARMING 
WOMAN'S HOME COMPANION PROGRESSIVE FARMER 








MR. WHITE! 


His final remark to the 200 Gas Appliance Manufacturers 
Association delegates was the recommendation that all 
appliances for LP-Gas markets should eventually be 
designed and produced exclusively for LP-Gas fuel. 








Statement of Mr. Howard D. 
White, executive vice-president, 
LPGA, as reported in recent issue 
of Retailing Home Furnishings. 


The New Ultramatic Caloric L.P. Gas Range IS 
Exclusively Designed to Create Satisfied Customers 
..-.and Build Bigger Sales for LPG Dealers 


Every feature your customers want is 
in the new Ultramatic CALORIC L.P. 
Gas Range ... plus specially engi- 
neered burners and valves designed 
to give trouble-free L.P. Gas service.* 
And what’s more—many of the other 


features in the Ultramatic CALORIC 


L.P. Gas Ranges and Bungalow mod- 
els were inspired by the needs of L.P. 
Gas users. No wonder the Ultramatic 
CALORIC is the one L.P. Gas Range 
that will build bigger sales for you, by 
giving customers more value, more 
dependable results. Write for details: 


Caloric Stove Corporation, Widener Bldg., Phila. 7, Pa. 


Ubtiamatic 


*Caloric permits no conversion in the 
field, because only factory installation 
assures the most efficient service to your 
L.P. Gas customers. 





REG. U. S PAT. OFF, 


THE L.P. GAS RANGE YOUR CUSTOMERS WANT 








CASH IN ON THE 
Sale-making 
Se 


Turn shoppers into buyers with 
the famous ESTATE Bar-B- 
. . bigger now ... able 


that’s not all... 


Hbasestbre/ 


WHAT A SALES POINT .. . 
the 


while the roast is broiling ia 
Bar-B-Kewer at the same time 


cakes or biscuits are — 
in the big Air-Flow 
Double oven cookin 
double-barreled nolan = 
tion for you! 


PLUS 
© One Piece Tep 
© ThermEstete Oven Heat Contre! 
© 2 Convenience Ovtlets 
© New Improved Bar-8-Kewer 
© Oven Light 
© Oven Windew 
¢ Fluorescent Cooking-Top Lemp 
© New Larger Alr-Flew Boking Oven 
© New improved Simmer Burners 
© Medels for City and ‘Bottled’ Ges 


BACKED BY A NAME 
NATIONALLY FAMOUS SINCE 1842 
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THE BEST MAGNETIC FLOAT GAUGE 








Large, easy to ~~ q ry 


dial face with break- 
resistant plexiglass 
crystal. Moisture is 
sealed out. 








Steel float callapse- 
tests exceed 1,000 


pounds per square 
inch. 


Alnico magnetic 
pointer and Alnico 
magnetic drive. 
Pointer is mounted 
on bronze bearing 
set .on stainless steel 
pivot post. 

















Float rod is cast into 
gear and counter- 
weight assembly. 





Tubing is of strong 
aluminum alloy. 
Light in weight but 
very rugged. 

















Gear is one piece 


with shrouded teeth 
to prevent possible 
damage in assembly. 
Works on brass bear- 
ing. 


The drive shaft is of 
strong aluminum al- 
loy and is corrosion 
resistant. 














Counter-weight, float 


rod, and gear are 
cast as one piece for 
smooth operation 
and accuracy. 








ALL CASTINGS of this precision 
gauge are heavily cadmium plated to 
resist corrosion. Attachment bolts and 
Hycar washers furnished for gauge in- 
stallation. Write for price list. 


Underwriters 
Approved 


GARLAND, DALLAS COUNTY, TEXAS 


AUGUST — 1947 








Pacific presents its new model “100” to the LP-Gas industry 
with the knowledge that here is a system for propane or 
butane that every dealer can be proud to sell. Many months 
of market survey and engineering research have gone into 
the planning of this new 100 gallon cylinder. Consideration 
of industry trends and dealer problems have influenced 
every improvement. 


The result is a superior cylinder with new selling features. 
“Extras” that make selling a particular customer easier; 
design changes that make competitive selling simpler in 
every section of the country. Plan today to investigate 
Pacific’s new “100”. Have the best when it costs no more! 


CRITERION GAUGES 


One of the features of the new Pacific “100” is the addition 
of Criterion gauges as standard equipment when visual 
gauges are desired. Rotary gauges are available for custo- 
mers who prefer them. A positive outage gauge will con- 
tinue to be standard in every tank. 


Criterion gauges were chosen after a careful analysis by 
Pacific engineers. Designed for the LP-Gas field, by 
Rochester Manufacturing Co., this time-proven gauge is 


superior in workmanship and performance. It is listed by 
U L and accepted wherever LP-Gas is used. 


HOT FORGED PLATE 


A second feature in Pacific's new model “100” is the exclu- 
sive hot forged steel plate used for the installation of all 
fittings. The best quality of specification steel is formed, 
under heat, with precision dies, to produce a plate of 
exacting requirements. This unique process insures a plate 
of greater strength, precision in threading, better quality 
threads and more perfect alignment of valves. 


There is NO INCREASE in cost for Pacific’s new “100” 


Exclusive Sales by... PACIFIC TANKS CO. 
215 West Fifth St., Los Angeles, California 
222 West Adams°St., Chicago, Illinois 


Manufactured by 
PACIFIC IRON AND STEEL CO. 
Los Angeles, California 


Warehoused by ANCO Manufacturing 
and Supply Co., Tulsa, Oklahoma 
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poised for swift shutoff! 


Alertly poised for the demands of rapid action, the trustworthy 

BASO is an ever vigilant guard against the hazardous escape of unburned fuel. 
Pilot flame failure of any kind swiftly sets the BASO in motion to 

shut off the flow of gas through both pilot and main burners. When gas 

shutoff must be positive... assure the safety of your appliances ... always specify 


BASO...The Automatic Safety Pilot 
Send for Bulletin—S$B 300—"Application of BASO’S” 
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DESIGNED FOR TEMPERATE CLIMATE 


SOUTHERNER 


ATING SYSTEM 


This new compact unit meets the growing demand of more small homes 
for AUTOMATIC CENTRAL HEATING . . . and stimulates increased 
installations of LP Gas systems. The Southerner is a fully automatic, 
forced-air furnace with | to 3 or more warm outlets and cold air returns, 
It out-dates old type “too-hot" or "too-cold" spot heaters and eliminates 
the unpleasant sweating and odors of unvented appliances. Without costly 
alterations it can be quickly installed in the attic, closet or suspended from 
the joists under floors of 18" to 20" clearance. WRITE FOR THE FACTS 
TODAY. See why this sensationally new and different LP Gas furnace has 
received enthusiastic support wherever introduced. 


PLUS 101 "ALL CLIMATE" APPLICATIONS 
for heating small homes and buildings, service stations, tourist 
cabins, summer cottages, portable schools, etc. 


MODEL FU 30 MODEL FU 55 or FA 55 
BTU Output 22,500 BTU Output 41,500 
Size: 13”x16’x29” Size: 13’x16"x40” 


LARGER MODEL available approxi- 
mately September , 1947. 


DEALERS! DISTRIBUTCRS! 
Desirable Franchises Open. Write for Literature and Information. 


NORMAN PRODUCTS CO. ss"worvits fides 
1150 Chesapeake Ave, Columbus 12, Ohio tn: Chavegn-of Salen 


Conversion Gas Burners @ Conversion Oil Burners @ Gas Winter Air Conditioners 
Gas Gravity Furnaces @ Southerner 10! Furnace For Natural, Mfd., Mixed & LP Gas 
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THE REPUTATION OF 


Lpawsor GAS APPLIANCES 


Is Based on FIFTY YEARS 
Of Dependable Performance 


More than half a century's efficient, economical serv- 
ice has won Lawson high standing in the gas ap- 
pliance industry. Lawson gas appliances are designed 
by skilled engineers, always abreast or ahead of the 
field, and manufactured to rigid specifications. 


Customers associate both quality and dependability 
with the Lawson trademark, a fine reputation earned 
by fifty years of service. 


Specially Designed 


FOR USE WITH 


LIQUEFIED PETROLEUM GAS 
1. AUTOMATIC GAS WATER HEATER 


Attractively designed, completely automatic and 
equipped with snap-action thermostat and posi- 
tive action safety pilot controls. Available with 
controls concealed (as above) or exposed. 


2. GAS FLOOR FURNACE 


Modern, circulating air heating system con- 
tained in a single unit. Equipped with complete 
safety controls. 


3. COPPER COIL WATER HEATER 


Simple operating double coil water heater for 
use with 30 to 100 gallon range boiler. Avail- 
able for automatic or manual operation. 


4. WALL INSERT HEATER 


ewe. radiant heater designed to fit into 
bathroom or dressing room wall. Provides both 
circulating and radiant heat. Manually operated. 


Lawson 


MANUFACTURING COMPANY 


300 N. LEXINGTON AVE « PITTSBURGH 8, PA. 
BUTANE-PROPANE News 





IN PRODUCTION NOW! 


Regulation I. C. C. Cylinders 


Stress Relieved 
e 
X-Ray Controlled 
8 
Automatically Welded 
3 


Everything for the L.P.G. Dealer in the pressure 
vessel line from 5 gal. cylinders to 30,000 gal. 
storage tanks. Including domestic systems, cylin- 
ders, truck tanks, skid tanks, storage tanks and 
refinery equipment. 


20 Lb. 
Size 


100 Lb. 
Size 


Manufacturers of 
ASME—API-ASME CODE, NATIONAL BOARD & UNDERWRITER'S APPROVED VESSELS 


Inspected by 
THE HARTFORD STEAM BOILER INSPECTION & INSURANCE COMPANY 














1612 Singleton Blvd. Riverside 5241 Dallas 2, Texas 
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ALL VALVES and FITTINGS COMPLETELY COVERED - 
. . 


...and are easily 
accessible when 
necessary 


Patented recessed forging ac- 
commodates ALL tank fittings. Permits 
use of larger tanks; eliminates hazards 
of damage and/or tampering with valves 


Like all American L.P.Gas Products, the new Mobile 
“Safety” Tank is made in strict accordance with API- 
ASME or AS.ME. Codes and tested in the presence of 


qualified licensed inspectors. 


AMERICAN PIPE & STEEL CORPORATION = Engineers, 


Alhambra, California, U. S.A. Designers, 
Cable Address: AMPSTEEL Fabricators 








HIDDEN 
INGREDIENT 
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REPUTATION 


Built into every shipment of 


Sinclair Ll’: P Gases 


is the reputation of Sinclair... 


a great name in oil 


Sinclair sells Propane only whole- 
sale... does not compete with its 
customers. 

Keep us in mind for the day when 
increased supplies will permit us to 
serve new customers. 


SINCLAIR PRAIRIE OIL COMPANY 


SINCLAIR BUILDING, TULSA, OKLAHOMA 
LIQUEFIED PETROLEUM GAS DIVISION 


TS ENE LAAT eR AR 
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SEATTLE PUBLIC LIBRARY 
ANOTHER SATISFIED CUSTOMER . . . 


Drove This Twin Tank Away Recently 


A "tailor-made" job . . . Everything—tank, skirting, ICC lights, bumper, 
pump, meter, fittings, valves, etc.—ALL COMPLETE, and set on the truck 
chassis, ready to roll, in ONE DAY'S TIME—This same kind of job can be 


yours, if you wish. 


Whether it's this sort of SERVICE, or Bulk Storage or Domestic Storage 
Systems perfectly built and "ready to use,’ you cannot go wrong. 


The Southern Gas System Way 
SOUTHERN GAS a & EQUIPMENT CO. 


Berryhill Bldg. Branches — Enid, Okla., 
Sapulpa, Okla. Su and Atlanta, Ga. 


TEXAS DIVISION — 4605 MONTROSE BLVD. — HOUSTON 
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TRANSPORTS and DELIVERY TRUCK TANKS 


INCREASE PROFITS ON EACH LOAD 














The beautiful PAYLOAD 
TRAILER TRANSPORTS are 
completely equipped with 
easy rolling, lighter weight, 
Standard Forge Axles, brakes, 
landing gear, and tires! Fin- 
ished in smooth, white enamel, 
the PAYLOAD is 
the most striking 
of sturdy modern 
TRANSPORTS 
along the Hi-ways! 


PAYLOAD LP-GAS Truck Tanks are lighter in weight, stronger in body. , 
FAMOUS for Greater TIRE MILEAGE, and LESS REPAIRS, Payload Truck Tanks are designed with 
Scientific Weight Relieving Features that Guarantee MORE PROFIT PER LOAD! 

The Standardized Assembly line construction of technically better, attractively superior PAYLOAD 
TRUCK TANKS gives you the highest quality in workmanship, safety, and performance to be 
found in a pressure vessel. PAYLOADS are built under the exact provisions of the ASME Code 
and are given rigid inspection by the National Board of Boiler and Pressure Vessel Inspectors. 


Write for schedule of prices 


SOUTHLAND STEEL CO., INC. 


5219 MAPLE AVE. DALLAS, TEXAS 
28 BUTANE-PROPANE News 








When you buy:Wa ren Liqueliet "Petroleum Gases, 


oR 


¥ ee Warren's 


Ria _ 


take, care of.dur customers. 


WARREN PETROLEUM CORPORATION 
TULSA, OKLAHOMA 
Detroit Mobile Houston 
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EYE APPEAL, ECONOMY, AND 
EXTRA FEATURES MAKE HAYLO 
THE SEASON’S BEST HEATER BUY 


Attractive new styling and compact 
size make Haylo first choice for tasteful 
rooms and apartments. 


Haylo Heaters can’t rust or dent—they’re 
high - pressure die - castings of special, 
heat - resistant aluminum alloy. 

Rated at 6,000 BTU, approved by AGA 
for use with natural, manufactured, or L-P 
gas, Haylo Heaters are an ideal size for 
recreation rooms, bathrooms, nurseries, 


playrooms, kitchens, small bedrooms,: 


apartments, motels, and house trailers. 
Compact, convenient size is 11 inches 
high, 6% inches wide, 12 inches long. 


Haylo Heaters are now in production and 
available for early delivery. Write or 
wire. for prices, discount schedules, and 
other specifications. 





” a 


6101 W. Century Blvd., Los Angeles 45, Calif. 
Telephone: ORegon 8-2691 
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3-WAY PROFIT ADVANTAGE 


Three important features of Columbian Butane-Propane Semi-Trailer Transports and 

LP-Gas Delivery Trucks assure you a money-making advantage every day you operate. 

|. Precision engineered to give you efficient, time-saving, low-cost operation every 
mile they roll, 

2. Skillfully designed and quality built for long-time service. 

3. Modern, attractive appearance is good advertising for you and creates a 
favorable impression with the public. Manufactured in any capacity, within 
limitation of your own state highway regulations. 

Columbian Above-ground and Underground Storage Tanks are available in all 


sizes .. . all A.S.M.E. tanks. 








(Left) Columbian 
Dual-Tank Semi- 
Skirted Transport 


Agas” 


“NATURAL GAS SERVICE. BEYOND C:TY MAINS 
if 


INFLANMABLE 


(Right) Columbian Full- 
Skirted Standard LP-Gas De- 
livery Truck with special cyl- 
inder_ brackets for bottled 
gas. Pump mounted with di- 
rect driven power take-off. 
All control valves and print- 
o-meter in rear can box. 








WRITE. now for complete 
information, 


COLUMBIAN STEEL TANK CO. 


P. O. Box 4226-0 Kansas City, Mo. 
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“With that new cover, our bottled gas 


service looks better and is safer, too” 





says this 
pleased housewife 
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Yes, Madam, both appearance and 
safety are important to you. (And to 
your dealer also.) The day is gone 
when regulators and valves stood ex- 
posed to the weather and nobody 
objected. Now, even more important 
than appearance is the safety factor. 
Housings by Stampings, Inc., provide 
both appearance and safety. Alert 
operators are equipping their new 
installations with the popular D-! all- 
aluminum housing. Available in both 
post and wall-mounted models. It's 
good-looking. It's safer. Write us for 
catalog and price list. 


STAMPINGS, INC., 
DAVENPORT, IOWA 
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BUTANE-PROPANE News 











FISHER GOVERNOR COMPANY “**\owao*™ 


Eastern office: 212 E. State St., Westport, Conn. Western office: 2334 E. 8th St., Los Angeles 21, Calif. 
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High Safety 


McNamar LP-GAS 


STORAGE vessets 





McNamar STORAGE SYSTEMS for Butane and Propane Gas are rolling from the Plant 
at PEAK PRODUCTION. These large systems . . . 6,000 gallons to 30,000 gallons... 
are constructed of high tensile steel, ASME U-69 Code of Construction. Each Vessel 
is inspected by the National Board of Boiler and Pressure Vessel Inspectors. McNamar 
Systems give you exclusive features that pay extra dividends on your storage tank 
investment. ° 


18,000 Gallon - 30,000 Gallon Systems—3 WEEKS DELIVERY 
6,000 - 7,000 - 12,000 Gallons—10 DAYS DELIVERY 


ALL UNION MELT WELDING USED AT McNAMAR! 


WRITE FOR further details and more proof that 
there is more worth in McNamar Systems. 


Ml. a Boiler wind Saul 2 Suc. 


BOX 868 TULSA, OKLA. 
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You don’t know until you measure it 


You may be the best little guesser in the world, 
but you’d never know how accurate was your 
guess on the above distance until you’d put a 
ruler on it. 

And in measuring the gallonage you handle, 
too, there’s one way to be sure—meter it... 
with a Neptune Red Seal Meter. And your 
auditing department and the tax collector will 
accept the figures. 

For Neptune Red Seal Meters are precision 
enaiienmal. each being composed of several, 
easily accessible units. Such simplicity means 
any necessary servicing can be done with ease 
and speed. And speaking of servicing did you 
r know about 


NEPTUNE’S EXCLUSIVE MONEY-SAVING UNIT REPLACEMENT PLAN 


Like any mechanical device, Neptune Meters need occasional 








al attention. So to make your investment completely satisfac- 
tory, we have a plan that permits you to exchange work- 
if worn units for factory rebuilt replacements, at low cost. THERE’S A NEPTUNE METER to fit 
rk Adequate stocks of these parts are kept on hand at our every one of your requirements. 
strategically located branches and petroleum equipment Special type of construction saves 


jobbers’ warehouses. No more expensive rebuilding or re- ‘ 
pairing in the field. Your equipment is kept in constant valuable pay-load spaceand weight. 
service. You save money, time, temper. Optional is Print-O-Meter that 


provides fool-proof printed ticket 


showing exact quantity delivered. 
FOR ACCURATE MEASURING OF YOUR GALLONAGE.. 
NEPT UNE RED SEAL Branch offices in: Atlanta 


k 20, N. L t 
50 West 50th Street, New Yor > ie penendenie 

Pomeroy mil Jag oe tag City, Mo. e Los Angeles « Louis 
Portier —" 4 hae “ KansecEPTUNE METERS, LTD., Long Branch, Ont., Canada 
Portland, Ore. °¢ 
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HERE'S SOMETHING NEW. 
For Dealers To Sell 


® Simple in Construction 
@ Easy to Operate 



















This hand weed burner was designed for 
use in truck gardens, flower gardens or 
where small flame cultivation equipment is 
necessary because of limited space. It is 
light, small, easy to operate. The burner 
rests on sliding skid which eases carrying 
load and permits flexible operation. Skid 
also makes it possible to raise or lower 
burner tip or tilt from side to side. Flame 
can be varied from 6 to 16 in. Primary air 
enters at handle, secondary air at burner, to 
insure complete combustion. WILL NOT 
BLOW OUT! 


Operates In Small Space 


Burner is about 3 in. above surface and 
will follow contour of ground with ease. The Weight: approximately 10 lbs. 


unit will operate in a space only 8 in. in Geevill lengh of tales @0 in. 


Length of burner: 12 in. 


width, making it adaptable for gardens, 


\ 


LIQUID GAS EQUIPMENT CO.,Inc. 
3600 WEST IMPERIAL HIGHWAY, INGLEWOOD, CALIF. 


nurseries, etc. 
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ENERATED GAS 
TORAGE GAS or 
BOTH AT THE SAME TIME 


The Mitchell Vaporizer is connected to the storage tank with 
both liquid and vapor lines. A float-actuated valve known as the 
surplus flow valve operates in the vapor line. This valve is 
normally closed. It opens only if and when the demand for gas 
temporarily exceeds the capacity of the vaporizer. The action of 
this valve permits the vaporizer to supply either generated gas, 
or storage gas, or both at the same time. Its action, which is 
automatic and precisely responsive to the demands for gas, 
involves the patented principle known as AUTOMATIC 
SELECTIVE CONTROL, 


FOR USE WiTH 
ABOVE OR BELOW 
GROUND TANKS 


The Mitchell Vaporizer: 
performs equally well with = 
above or below ground tanks. 
The top of the vaporizer is 
always above the top of the stor- 
age tank, and liquid fuel is 
drawn up from the storage tanks 
according to the demands of the 
consuming public. 


MITCHELL COMPANY 












Dallas, Texas 
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VETERANS! Now You Can Attend 
NATIONAL L-P GAS INSTITUTE 
Under the G. L BILE of RIGHTS 


(RESIDENT COURSES) 
under a staff of competent instructors and consulting engineers 
recognized in the industry as outstanding authorities in the LP- 
Gas field. 


Now is the time to 
take advantage .of 
our course covering 
installation, opera- 
tion and maintenance 
of Liquefied Petrol- 
eum gas equipment. 


The following subjects 

are covered: 

1. Theory ani general 
practice 

2. Domestic installation 

3. Commerzial installation 

4, Transportation and 
equipment 

5. Safety rules and regula- 
tions 

6. Economics 





Resident Classes Start First of Every Month. Intensive Four-month Course Also 
Available. Home Study Course Available for Those Unable to Attend Resident 
School. 

Mail This Coupon Today 


NATIONAL L-P GAS INSTITUTE TULSA, OKLA. 


Please send me complete information regarding: 
O 30-day Class O Four-month Class O Home Study 





eee ee ee mee wee ee ee eee eee H HEHEHE HEHEHE HH EHH HEHEHE OES 


ae CO NRTA NE 5c. 5 cb niga au oa v0al’e -Sustip casasellave Wolter custa elec: ovale a taleta uae Brarelale ore.e-o aauele 
Sinead iw sc cicsatawisnme ge OR aso 5c 8 oicim.ninrd Fae weit d tials imsie ee 


NATIONAL L-P GAS INSTITUTE 


1109 S. Main Tulsa 3, Oklahoma 
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DON’T BE PENNY-WISE & PUMP-FOOLISH 


PRECISION 


is 


M ' T H ARE ENGINEERED i 














In any Butane service the returns on your consider- 
able investment in equipment and goodwill rise 
and fall with the performance of your pumps — 
shut-downs are costly. 


We, too, have staked our entire investment on the 
performance of a pump designed for Butane- 
Propane transfer exclusively. 


The difficulties in handling L.P.G. cannot be met DIRECT ELECTRIC MOTOR DRIVEN PUMPS 
by ordinary pumping principles. That is why a a ae Pye pg ny A — 
distinctly different design is applied in Smith 5 HP motor. M-3: 100 GPM at 1800 
Butane-Propane Pumps. Their balanced gear prin- RPM 5 of 7'/, HP motor. 

ciple, their precision construction, and their fea- 

ture of automatic adjustment to wear give them 

an unusually long operating life. 


Realizing, too, that correct installation is of great- 
est importance for satisfactory service, we try to 
assist customers in this regard. Therefore, before 


you plan your installation, write us for our latest TRUCK PUMPS—POWER TAKE-OFF DRIVE 


catalog and for valuable information contained T-1044: 20 GPM at 500 RPM shoft speed. 


in reprints of articles which we have contributed Le <> ce ae = pte = _— 


to Butane-Propane News. 





IF YOUR NEED IS URGENT 
we can usually make IMMEDIATE 
DELIVERY on all modeis, including 


Ss M 3 T a Explosion-Proof Electric Motors 


PRECISION PRODUCTS COMPANY 


1135 MISSION STREET © SOUTH PASADENA © CALIFORNIA © PHONE PYRAMID 12293 
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SAVE... Money and Time 


WITH A PARKHILL-WADE PACKAGED BULK PLANT 


Typical Parkhill-Wade LPG Packaged 
Plant recently completed for Mutual 
Liquid Gas Co. at Agoura, Calif. This 
is one of the standard pre-fabricated 
plants now available to dealers every- 
where. There are 31 designs ranging 
from 2000 to 100,000 gals., ready for 
immediate selection. Plants are ordered 


under design number . . . Built to stock 
pattern . . . Ready for assembly on ar- 
rival . . . Delivery in 30 days. Also 
availeble are small, portable units from 
276 to 986 gals. for use ads auxiliary 
plants at filling stations, bottling plants, 
farms, construction jobs, etc. For com- 
plete details write for illustrated folder. 


PARKHILL-WADE MANUFACTURERS for the LP-GAS INDUSTRY 


Metered Dispensers 

Quick Detachable Nozzles 
Dead Man Controls 
Standby Plants 

Truck Manifolding Systems 








ad 





Bottle Filling Scales 

Tank Car Unloading Racks 
Pre-fabricated Bottling Buildings 
1.C.C. Cylinders 

Portable Bottling Plants 


L.P.G. DIVISION 


PARKHILL-WADE 


5017 E. Anaheim-Telegraph Road 
Los Angeles 22, California 
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FOR BETTER LIVING.... 





\ment and Supplies 


For all your L. P.G. equipment 
and supply needs . . . look to 
ANCO. A letter, phone call 
or telegram to ANCO will 
start the wheels in motion to 
provide you with plans for 
L. P. G. systems, engineering 
aid, and any kind of L. P.G. 
equipment and supplies you 
need. Let ANCO help you set 
up a plan for greater volume. 
Wire, write or phone today. 
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SAFETY 


PROVED IN OVER 
750,000 INSTALLATIONS! 


a 





ONLY ROCHESTER MAKES LP GAS 
GAUGES FOR EVERY APPLICATION 




























A typical Roch Gauge ii lati: Butane Corp., Phoenix, Arizona 


Rochester LP Gas Float Gauges 
Are Used By Every Leading Producer 
and Thousands of Distributors 








For twenty years, Rochester pioneered and developed the 
only LP Gas Float Gauge which is both Underwriters’ 
Listed and proved in over 750,000 installations. Be sure 
the gauge you install on your bulk systems or ICC 
cylinders bears the “Criterion” trademark. 


Model 3120 is designed for 
above and below ground tanks. 
Individually calibrated for ac- 
curacy. 


MAGNETICALLY ACTUATED. 
LEAKPROOF. 


Model 3108 is designed for end 
and side mounting and possesses 
all of the safety features apply- 
ing to Model 3120. 


gauge head and float inside the tank. Pointer is actuated 


Explosion proof—there is no shaft connection between 
1. : 
by per lectric g' 





metal float (built to withstand 800 psi) is precisely bal- 
anced to meet varying requirements in specific gravity 
and pressure. 


9 Accurate—each gauge is permanently calibrated. The 
D) 


Easy to install—simply bolt the gauge to the tank opening 
3. and you're all through. 

On any basis you can name, Rochester LP Gas Gauges 

are dependable. The sooner you standardize on them, 

the quicker you can forget indicator problems. 


ROCHESTER MANUFACTURING CO., INC. 
17 Rockwood Street * Rochester 10, New York 





ENGINEERED INSTRUMENTS 


LIQUID LEVEL, TEMPERATURE AND PRESSURE GAUGES 
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ONLY SIX WEEKS 


TILL THE 


Second Annual Convention 


AND 


Trade Show 


«>» MEET ME IN ST. LOUIS = 


SEPTEMBER 15-16-17 





On display will be the latest models of 
butane and propane gas appliances and 
all that's new in equipment. It will be 


a great show! 


Advance reservations indicate this will 
be the biggest show ever held by the 
butane-propane industry. 


Learn about: 

¢ new fuel applications. 

¢ balancing winter loads. 

* next winter's fuel supply. 

* insuring your business and employees. 


You'll get the answers in St. Louis! 





Make your reservations at the Jefferson 
Hotel. Engage your display space and 
advertising in the Convention Program 
with the 


Bat NATIONAL BUTANE - PROPANE ASSOCIATION 


842 BUILDERS EXCHANGE ‘@® MINNEAPOLIS 2, MINN. 
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7 Reasons why 


Nerional LP Cas Tanks eve better 


National 
300-gallon sphere 












UN ELIE D 


1. Built to withstand high pressures. For 
utmost safety, all NATIONAL Tanks are 
built to withstand the highest pressure 
required for any commercial LP gases, 
They are made to A.S.M.E. Code for un- 
fired pressure vessels for 200-pound work- 
ing pressure. They meet all the require- 
ments of the National Board of Fire 
Underwriters and bear the Underwriters’ 
Laboratories, Inc., label. 
2. Lightweight—a spherical design or a 
cylinder with hemispherical ends pro- 
duces a tank of minimum weight for any 
given ~~ | ° 
3. Only the finest steel used—the U-S:S 
trade-mark, your guide to quality steel, 
appears on all NATIONAL LP Gas Tanks, 
his steel can be depended upon because 
it meets all the requirements as specified 
Hf the American Society for Testing 
aterials A-70-44 flange quality speci- 
fications. 
4. Three tank sizes being made—the 300- 
gallon sphere, and the 500-gallon and 
1000-gallon cylindrical tanks with hemi- 
spherical heads. All three tanks are 51 
inches inside diameter. 


_ 5. Completely equipped—and ready to in- 


stall. All fittings, including the regulator, 
are attached. Tanks are air tested at the 
proper pressure after fittings are at- 
tached to assure their tightness. 

6. Good looks—NATIONAL LP Gas Tanks 
look good on the home lot. Their good 
looks are readily maintained by a protec- 
tive primer coat which each tank is given. 
7. Designed and built by experienced men— 
The many years of experience gained by 


. National Tube Company, the world’s 


largest manufacturer of tubular products, 
in making all types of tubular goods, have 
been invaluable in the design and con- 
struction of better LP gas tanks. 


To help meet the ever-increasing de- 
mands of this growing industry we have 
converted one of our most modern plants 
to the manufacture of LP gas tanks. 

For further information write to 
National Tube Company, Frick Building, 
Pittsburgh, Pennsylvania. 


NATIONAL TUBE COMPANY 
Pittsburgh, Pa. 


Conlumbia Steel Company, San Francisco 
Pacific Coast Distributors 


United States Steel Export Company 
New York 


SIATES SLE EL 
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Showing S , G 7 
GRAYSON CHwO% 
UNITROL MISSION SENIOR ’47 in the 
CONTROLS 20 and 30 gallons capacities has 
for use with all controls enclosed and presents 


an exterior appearance which is 
modern and streamlined. No pipe 
fittings, no valves, no controls jut 
out from the smooth lines of the 
jacket. 

Furthermore, the enclosing of 
controls does not mean a water 
heater larger in over-all dimen- 
sions. On the contrary, the 
MISSION SENIOR ’47 is more 
compact than any comparable 
model of equivalent storage 
capacity. Its flush door, short 
legs, and all-over curved design 
reaches a new “high” in beauty, 
symmetry and compactness in 
water heater construction. 

MISSION SENIOR ’47 comes 
in attractive white high gloss 
baked finish to blend with other 
modern household appliances. 


L-P GAS 


MISSION APPLIANCE CORPORATION 


7101 McKINLEY AVENUE @ LOS ANGELES 1 @® CALIFORNIA 
San Francisco © Oakland @ Portland @ Kansas City ® Dallas ® Albuquerque @ Houston © New Orleans 


i eee 
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_TiteSeak IS JUST LIKE SAYIN G~ ~~ 


‘L BAICPROOF SECURITY | 


THE INDESTRUCTIBLE GASKET 
AND PIPE-JOINT SEALING COMPOUND 


TiteSeab, the indestructible gasket (UAE ERR 
and joint-sealing compound, is es- : 
pecially compounded for use on bu- 

tane, propane and other LP. gases, 

on installations above and below the 

ground, and wherever the LP indus- 

try must have absolute LEAK- 

PROOF SECURITY. 


PLEASE NOTE 100, THAT YOU CAN OBTAIN am “seems 
YOUR REQUIREMENTS OF TITESEAL FROM ANY fae es 


OF THE BETTER WHOLESALERS OF PLUMBING, (iibaulaiesn = COMPUOP 
HEATING SUPPLIES, AND EQUIPMENT. at 








THE L-P GAS INDUSTRY IS TiteSeag BOUND 
ey RADIATOR SPECIALTY COMPANY 
see 


CHARLOTTE 1, NORTH CAROLINA 
© RADIATOR SPECIALTY COMPANY OF CANADA. LTO. TORONTO 
© GOLDEN STATE RUBBER MILLS. LOS ANGELES. CALIFORNIA 
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“BS & .B 








Mescter profits? Yes, ‘ar. 
Black, Sivalls & Bryson L-P Gas Truck Tanks 
give you greater carrying capacity with less 
deadweight. Now, when you make your 
rounds, more of your load will be PAYload! 


Each unit is assembled by automatic X-ray 

_ controlled, submerged arc welding process. 
Each unit is stress relieved after complete 

. assembly... placed in a stress relieving oven 
and brought to temperatures of 1200° F. 
Stresses and strains set up in assembly are 
normalized and reduced to a minimum. Each 















L-P f.. TRUCK TANKS 


because 


eT 


PPEESET: 


FOREICH INQUIRIES INVITED 


BLACK. SIVALLS & BRYSON. INC. 


KANSAS CITY, MO. URS OKLAHOMA CITY, OKLA. 
CASPER, WYO. Ow" CALGARY, ALTA, 



















Model 1220... 1220 galion capacity 
unit is equipped with a manhole permitting © 
sandblasting inside to remove all dirt and 
scale, thoroughly dry out your tank and allow 
acfess for future inspection. 


The vast experience and production lines 
of BS&B are ready to construct special 
sizes to your order, — 


Write today for full details, 
specifications and prices. 
Address Propane Gas Equipment Division, . 
Bleck, Sivalls & Bryson, Power and Light 
Building, Kansas City 6, Missouri. 
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mus BOOKLET TELLS YOU 
wow 70 SAVE UP TO 39. 
ON GAS '? 








After reading this at- 
tractive, fully illustrat. 
ed booklet, you will 
* ; ‘want 10 be sure veer 
range is equipped with the fa- 
proilgrite Center Simmer Burners. 
Eighteen leading gas ranges are 
equipped with Harper Center Simmer 
Burners. These burners are superior to 
all other top burners because each 
Harper burner is really 2 burners in 1. 
‘As shown in the diagram below, the 
big outer burner brings foods toaquick 
boil, Turn handle until it “clicks’ and 
the big burner goes Out, leaving only 
the small efficient inner burner lit to 
finish the cooking. 
Enjoy These Advantages 
Only the separate Harper Center 
anne Burner gives youthe controlled 
low’ beats you need to keep foods warm 
for serving . . to eliminate pot watch- 
ing and boiling dry ...to keep piace 
pressure cooker heat.. 0 allow . 
ing with lictle water, which saves time 
and gas. Cooking with the tiny inner 
burner keeps the average kitchen 9 de- 
grees cooler, and enables you to save 
up to 39% in fuel. Only the separate 
Harper Center Simmer Burner can 





Cook witha 
single cup 
of water. 


2 BURNERS 


HARPER. WYMAN COMPANY ws 
8562 en Ave. 
Chicago 20, Ill. 

Please the illustrated booklet, 
“Modern Bothods of ‘Top Burner Cooking. 


for Gas” 


“. «Holds the Lines 


We're telling 21,500,000 women 
about the many advantages of- 


@ COOKING WITH MODERN GAS RANGES 


@ BUYING RANGES EQUIPPED WITH 
HARPER CENTER SIMMER BURNERS 


LAST YEAR we started a modest program of educational advertis. 
ing in leading national magazines read by 21,500,000 women 
who are excellent prospects for higher-priced ranges. 
Comparatively inconspicuous, these small advertisements 
brought an overwhelming number of requests for more informa 
tion about the Harper Center Simmer Burner. As a result, this 
consumer program has been expanded. Full column advertise. 
ments like the one shown here are now appearing regularly. They 
describe the advantages of buying a Harper equipped range, and 


offer a FREE booklet, “Modern Methods of Top Burner Cooking,” 
on request. 


A FREE booklet, “How to Sell 
More Gas Ranges,” enables 
dealers to tie-in effectively 
with this advertising. It con- 
tains a series of quick, convinc- 
ing sales floor demonstrations 
illustrating the superiority of 
the Harper Center Simmer 
Burner. Send for copies for 
your salesmen today! Harper- 
Wyman Company, 8563 Vin- 
cennes’ Avenue, Chicago 20, 
Illinois, 


The Harper Center Simmer. Burner oper- 
ates on the unique principle of “2 burners 
in 1”.,.a@ STARTING BURNER for frying 
and to start foods boiling, plus a small, eco- 
nomical COOKING BURNER, to maintain the 
cooking...beth controlled by the same 
handle. It is subject to finer gradations of 
low heats — greater control and economy — 
than any other top burner made. 


2 BURNERS 
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HEADS TOGETHER 


ta ou the 
GROUND FLOOR 













SUSPENDED GRAVITY 


DUCT CONSOLE 
uMT FURNACE FURNACE HEATER 


Pacific . . . a pioneer in L. P. Gas. to build your load, and to associate 
Pacific . . . for more than a third-of-a- quality supreme with your name... ! 


century a leader in Gas Heating. 
Write TODAY for attractive fran- 


Pacific . . . today nationally adver- 
chise offer and full data on the most 


tised in leading Home Magazines. 
complete, most advanced of all L. P. 


That’s why we say: “Let’s put our Gas-Engineered Heating Equipment 


heads together” . . . to win you sales, on the market! 


{Pa\ “HEAT THAT RIVALS THE SUN” 


Pacific Heater Division 






NACO MANUFACTURING CO. 


P.O. Box 310, Huntington Park, California 
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R=2 
SAFETY 
THERMOPILOT 


~~ a 








a new electro magnetic ther- 


; “a Check these outstanding features: 
mopilot assures unfailing safety 


4 ; , 
in gas control applications. Used on » Streamlined design. 
; - High-flow capacities. 
space and unit heaters, central and “ Visual valve position indicator. 
floor furnaces, water and range oa — — . 

: ~~ Sealed electro magnetic assembly. 
heaters, hot water and steam boilers. ! . hdioey dane 8/26 ound hesmnenesls 
Handles manufactured, natural or Flexible armored cable leads. 
LP-Gases. 


On the installation diagram, the new 
MR-2 valve and the new 26-R Pilot 
Burner are used for out-pilot safety SING! 
control. No outside current is re- 
quired. Valve holds open until re- 
leased by pilot-flame failure. 100% 
gas shut-off will be maintained until 


MR-2 INSTALLATION 


> PILOT BURNER 
L417 VARIOUS STANDARD 
¥ (MOUNTING BRACKETS . 
Pyisy MAY BE ATTACHED HERE 
he? 
JB SAS CONNECTION 

Mi VALVE INDICATOR WINDOW 











é‘ PeaanrinSee ms ET 
pilot light is reignited and valve \ ~~ CR 
manually reset by push button. EE q— 
, ’ MR-2 \ 
For further information, contact your THERMOPILOT —~ 





nearest factory branch or distributor, or 
write for Catalog 52-B and 
Manual F1-101. 


GENERAL 


801 ALLEN AVENUE 


PILOT BURNER © 
CONNECTIONS=— 


CONTROLS 


GLENDALE 1, CALIF, 4-1 





ANCHES: Philadelphia, Atlanta, Boston, Chicago, Dallas, Kansas City, New York, Denver, 
ae Pg Hattie Houston, *Seattle, San Francisco. Distributors in’ Principal Cities, 


—_ 
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Gentlemen: 


In late 1946 we purchased from a 
Mississippi butane distributor one 
1100 water gallon capacity delivery 
truck. 

The tank on this truck was built, 
we believe, under ASME 201 code. 
The firm which sold us this tank truck 
declares that this tank was built to 
stand five times the pressure of bu- 
tane and therefore that it will satis- 
factorily handle the pressure of pro- 
pane. 

Kindly give us your opinion on this 
matter. 

U.K.G. 
Alabama 


Some place on the tank you will find a 
manulacturer’s name plate on which, if the 
tank was built to the ASME Code, will be 
found the working pressure allowed. It will 
probab'y be designated as ‘“‘W.P.”’ 

This is the legal pressure allowed in the 
tank and the safety valves are set to open 
when this pressure is exceeded. 

Uniess the working pressure is 200 pounds 
per square inch or more, the tank is not to 
be used for propane. 

All tanks are designed with a safety factor 
of four or five but this does not mean they 
can be safely or legally subjected to pres- 
sures greater than the allowable working 
pressure marked on the container.—Ed. 


Gentlemen: 


We have an inquiry from a clay 
company that is interested in using 
a gas burner in the furnace used to 
dry the clay. 

They want a specific report from 
a laboratory or from a definite author- 
ity as to whether or not there would 
be any SOs present after the drying 
process is completed when a liquefied 
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LETTERS 


petroleum gas drying agent has been 
used to dry the clay. 

W.M.B. 
Tennessee. 


LP-Gas is sulphur-free, as very. small 
amounts of sulphur make it non-commercial. 

The products of combustion of LP-Gas for 
all commercial purposes are sulphur-free, con- 
taining less sulphur compounds than the prod- 
ucts of combustion of coal, manufactured 
gas, cil or many natural gases. 

In our opinion it would make a satisfactory 
fuel for drying clays.—Ed. 


Gentlemen: 


Have read with interest your arti- 
cle under “Comment” section of your 
June issue pertaining to “Kiloflame” 
gas. 

To begin with it is our belief that 
there is an error someplace as it is 
our opinion that the Miami LP-Gas 
dealer is using the word “Kiloflame” 
as a unit of measure and not as a 
trade name for LP-Gas. 

Thinking perhaps it might be of in- 
terest to you we would like to explain 
what the word “Kiloflame” means and 
how it originated. 

In 1939, James D. Capron, president 
of the Fast Flame Gas Corp. which, 
at that time were operating bulk dis- 
tributing plants at Boonville and Ge- 
neva, respectively, with main head- 
quarters located at Boonville, N. Y., 
became interested in metered gas 
as a method whereby dealers could 
distribute Fast Flame Gas to the 
consumer. 

Having had considerable experience 
in the LP-Gas field, he wanted a meas- 
ure that not only was different from 
the units of measure already on the 








market such as tenth-pounds, therms, 
decitherms, etc., but one to enable the 
average consumer to know just what 
he would be purchasing, as terms such 
as therme, decitherms, etc., would be 
very confusing. 

Knowing that everyone was thor- 
oughly familiar with purchasing elec- 
tricity by means of a meter in terms 
of kilowatt hours, if there were a unit 
of measure for LP-Gas comparable 
to a kilowatt hour it would be a won- 
derful selling story for Fast Flame 
Gas dealers. Thus “Kiloflame” was 
originated. 

“Kilo” is taken from the word kilo- 
watt, and “Flame” is taken from 
the trade name Fast Flame Gas, mak- 
ing the word “Kiloflame,” a “Kilo- 
flame” of LP-Gas being equivalent to 
a kilowatt hour of electricity, or 3,412 
Btu’s. 

Graydon Jackson, 
Fast Flame Gas Corp. 
Boonville, New Cork. 


“Kiloflame”’ is registered in the patent office 
as a trade mark. See Public Gas Co. ad on 
page 171.—Ed. 


Gentlemen: 


There were a few items included in 
your Section of Letters in the Janu- 
ary issue of B-P News that would, 
without qualifying, lead to a misun- 
derstanding in our Service Depart- 
ment, and, inasmuch as we accept 
your publication as the authority, we 
must question your recommendation 
on: 

A 50 gallon automatic gas water 
heater to supply 25 gallons of 140- 
degree water in the morning and an- 
other 25 gallons in the evening with 
a consumption of between % and % 
gallons of butane. 

We contend that under the most 
adverse conditions to be expected, a 
good 20 gallon water heater will re- 
cover 54 to 140 degrees with a max- 
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imum of % gallon of butane—includ- 
ing the 24 hour standby loss. 

It would not be reasonable to as- 
sume that a customer using only 50 
gallons of hot water per day would 
withdraw his morning and evening 
requirements in periods of less than 
one hour. 

Also—the noice of extinction is most 
usually caused by improper conver- 
tion from natural gas equipment to 
butane operation, in the fact that a 
natural gas port is so large that bur- 
ner-head pressures are lowered to the 
critical point with the 2.06 fuel. 

E.M. 
Illinois 

Thank you very much for the spirit of your 
letter in which you question one of our an- 
swers in our “Letters’’ department. 

The recommendation for the 50-gailon 
heater was made figuring the user would pull 
the full load at once, which is done quite 
often in the dairy business. Your guess is as 
good as ours on the information furnished. 

We figured the heater at 70% efficiency 
which will take % gallon of butane for the 
heating only, with nothing to carry the tank 
during the rest of the 24 hours. 

A larger heater than necessary is always 
better than one on the ragged edge. 

We are always glad to have. letters like 
yours and hope you will write us again 
upon occasion.—Ed. 


Gentlemen: 


I understand it is the practice of 
some LP-Gas dealers to lend and re- 
tain control of domestic bulk storage 
on their customers’ premises. 

I would like to know how this is 
worked out in detail. What method 
of charge is made for the use of the 
tank? Any other arrangement that 
might be made necessary by this sort 
of trade? 

A.E.E. 
Texas 


This practice is very common on the West 
Coast and in some other sections of the 
country, also. 

Usually a service charge is made to cover 
the cost of installation and a lease arrange- 
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ment varying from 4c to le per gallon made 
with the customer for the use of the tank. 
In such cases, no charge is made to the con- 
sumer except a minimum monthly billing, but 
usually the sale price of the gas is high 
enough to cover the investment costs. 

This plan is used by some dealers who pro- 
tect their territory by spacing their owned 
tanks in enough spots to make it unprofitable 
for a competitor to serve along their routes. 

Tank ownership by the dealer is the ideal 
method to protect and build up a going busi- 
ness, but the financial requirements are such 
that few small operators can utilize such a 
plan.—Ed. 


Gentlemen: 


Would you have figures to show how 
a gallon or pound of propane gas 
compares with a gallon of gasoline on 
a mileage basis so that a compara- 
tive cost could be determined? 

We understand that this gas is be- 
ing used successfully in trucks in your 
district and that you are in direct 
touch with the consumer. 

E.P. 
Ontario, Canada 


The use of LP-Gas for truck and tractor 
operation is widespread in the United States. 
Most operators use a mixture of butane and 
propane, although equipment can be operated 
on propane just as well. 

A conservative figure to use is 90% as 
good mileage as obtained on gasoline. How- 
ever, in many cases, depending upon the type 
of equipment, type of service and other fac- 
tors, the fuel consumption on LP-Gas is no 
greater than on gasoline. On a pound basis, 
the consumption is less than gasoline by as 
much as 20%.—Ed. 


Gentlemen: 


In filling tanks with propane gas, 
we find that sometimes we get liquid 
through the vapor return hose. We 
know that the tanks are not liquid 
full by the slip tube. Bleeding the 
vapor return hose does not seem to 
get the liquid out of it. This makes 
it very difficult to take the vapor 
return hose off the tank that is being 
filled. This condition has existed in 


AUGUST — 1947 


the filling of both under- and-above- 
ground tanks. 

We would appreciate it if you 
could tell us the cause and cure for 
this condition. 


J.C.W. 
South Dakota 

There are a couple of ways that liquid can 
get into the vapor return hose. 

One is if your tank truck is so designed 
that the vapor return connection comes out 
of the end or side of the tank and is con- 
nected to the vapor space by an_ internal 
pipe. This pipe can become filled with liquid 
by splashing when the truck is full. You can 
always check this by cracking your vapor 
return valve before hooking up to the cus- 
tomer’s tank to see if it contains liquid. 

If the hose and atmospheric temperatures 
are quite a bit lower than the temperature of 
the propane in the truck or if the hose be- 
comes chilled by equalizing the pressure in 
the tunks by the vapor return hose, it is pos- 
sible to form liquid condensate in the hose 
and if there is a trap in the hose it will 
settle at that point. 

Usually there is little trouble with vapor 
return hoses if they are not opened until the 
pressures on both tanks are about equal and 
if they are supported so they drain from the 
tank truck to the customer’s tank.—Ed. 


Gentlemen: 


Quite a few houses, in which we 
have installed butane systems, sweat. 
Some of these houses are closely built 
but others are not. Please advise rea- 
son and correction. 

L.L.S. 
Tennessee 


Unvented gas heaters of any kind will in- 
crease the humidity of the air, as natural and 
LP-Gas burn to carbon dioxide and water 
vapor. With temperatures as low as 35° you 
will have condensation on windows and ex- 
posed areas. 

The answer, therefore, is to arrange to vent 
the heaters.—Ed. 


@ BUTANE-PROPANE News welcomes letters 
from our readers, but it must be understood 
that this magazine does not necessarily con- 
cur in opinions expressed.—Editor. 


53 





_ paALtas TANK COMPANY, INC. 


p. O- BOX 538 


B 
UTANE-PROPANE News 


















NOW comes a new plan to help 
solve the winter fuel demand. It 
is explained by Frank P. De Larzzlere 
on Page 59, and should have the at- 
tention of every distributor who car- 
ries in inventory a supply of tanks 
for delivery upon sale. 

Mr. De Larzelere suggests that dis- 
tributors fill with fuel the consumer 
systems that they carry in stock. In 
the aggregate this will amount to a 
huge capacity that would be subject to 
withdrawal as needed. 

Such reserve, coupled with the in- 
stallations of larger systems at points 
of use and such bulk storage as the 
dealer or distributor could provide, 
would do much to prevent a recur- 
rence of any such shortage as that of 
last winter. 

* 


According to a recent bulletin put 
out by R. H. Mahnke, Kansas LP- 
Gas Association, it is- estimated that 
Kansas dealers have installed more 
than 750,000 gallons of additional 
storage on consumers’ premises since 
t’.s inauguration of the current larger 
container program. And this does not 
include storage to new users! 


“Business is not go'ng to pick itself 
up. From here on it must be picked up 
through more efficient operation and 
intelligent, intensive and _ persistent 
selling,” says an authority in the 
LP-Gas business. He could have added 
that sales will come easier to that 
dealer who has a reputation for safe 
installations, good service, and who 
doesn’t sell more systems than he can 
fill in the cold months. 
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COMMENT 





Many manufacturers selling into 
the liquefied petroleum gas industry 
are using national magazines of gen- 
eral circulation to promote the sale of 
LP-Gas and the appliances and equip- 
ment that go with it. This is of in- 


estimable value to dealers, for it 
builds public interest and demand. 
Maybe you could advantageously 
tie in with such national publicity by 
doing a little local advertising. 
Anything to keep the electric boys 
humping! 
* 


With coal miners’ wages increased, 
the retail price of coal is certain to 
advance. The whole coal industry is 
short-sighted. Were it not so, it 
wouldn’t do anything more to discredit 
itself at a time when fuel users are 
stampeding to gas as fast as it can 
be supplied. 

They ought to look up what has 
happened to the electric boys since 
LP-Gas dealers started merchandiz- 
ing gas in the sticks. 


And speaking of electricity, a big 
shot electric utility official stated a 
while back, “Today we are greatly— 
and rightly—concerned about an in- 
dustry that has expanded 2000 times 
in the past 20 years—with most of 
that gain during the last 10 years 
(meaning LP-Gas).” And again: 

“According to reliable statistics, we 
are rapidly losing the domestic kitchen 
load in small towns and rural com- 
munities to the LPG industry.” 

Well, that’s admitting it, anyway. 


By Ed. 


55 








Inger 


~~ 
SE 
= 
ao 
see 
oat 
a 
°o 
hie cael 
”A = 
_ - 
~ 
Cc 1 
es 
wy 
= 
Wo 














Tips for New Dealers 


By R. H. STINGER 


President, Michigan LP-Gas Association, and President, Michigan Gas Co., 
Durand, Mich. 


Many newcomers are being attracted into the marketing of 
butane and propane gas by the tremendous present public demand 
and by the seemingly lucrative market ahead. 


During the 20 years that I have been associated with the LP- 
Gas industry, I have watched many of the new operators begin. 
Many of them have achieved great success and have rendered 
their communities great service. Others have fallen by the way- 
side with financial loss to themselves and causing doubt in the 
minds of the people of the community as to the dependability 
of LP-Gas service. 


I have analized the difference between the successful operators 
and the ones who failed. Here are my conclusions for what they 
may be worth to anyone contemplating a start in the LP-Gas 
industry—and to old timers who are already in business. 


The No. 1 rule to remember is that you are selling SERVICE 
—not appliances only. When John Public invests in your LP-Gas 
system he expects, and rightly so, economical, efficient, and un- 
interrupted service. 


Rule No. 2, and perhaps the most important, is to be sure that 
you have adequate finances for the type of liquefied petroleum 
business you are going into. If you are planning a bulk plant, 
make certain that you not only have enough capital to build your 
plant, but additional money to operate for some time before you 
start receiving remuneration for your sales. Be sure you install 
nothing but the best type of approved equipment. 


Rule No. 3: DON’T be a price cutter. Violation of this rule 
has caused many otherwise successful operators to close their 
doors in a short time. It is quite a temptation when you get that 
new plant built, the storage tanks full of gas—and no customers 
of your own—to offer to fill some of your competitors’ tanks and 
cylinders for a little less just to get some business. But remem- 
ber this. The price you establish is the price you will have to do 
business on. A successful merchandiser is one who receives a 
fair profit for his investment and for the service he renders. 


The LP-Gas business today is far from overcrowded. There is 
room for many more dealers, and we of the industry welcome 
you. If you plan on going into business, however, check with the 
state regarding regulations, and with state or national liquefied 
petroleum associations for other information. They will be 
pleased to assist you in all ways. 
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Bulk Storage Solution 





Fill Domestic Systems in Stock to Provide Storage for Winter Demand 


By FRANK P. De LARZELERE 


President, Southern Gas & Equipment Co., Sapulpa, Okla. 


HIS bulk storage problem as it 

relates to adequate service of the 
domestic customer, particularly 
where house 
heating is in- 
volved, is a most 
vexatious one, 
but one that can 
be successfully 
solved. 

First, there 
apparently is not 
enough steel 


ply distributors 
with sufficient 
bulk storage to 
store summer 
purchases sufficient to meet their 
customers’ needs next winter. 
Second, if there were enough 
supply, and fabricators could turn 
it all into bulk storage in ample 


F. P. DoeLARZELERE 
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available to sup- . 


time, it would not be economically 
sound for the distributor to invest 
the money necessary to buy and in- 
stall such equipment. 

There is a logical, a financially 
sound, and a workable solution for 
this problem which has met with 
general approval from refiners, sup- 
pliers, and major distributors of 
LP-Gas—storage now in domestic 
systems situated on distributors’ 
lots, representing non-productive 
inventory of thousands of dollars 
and (potentially) thousands of gal- 
lons of LP-Gas storage for use next 
fall and winter. 

Carrying this thought a step far- 
ther, the distributor who plans and 
expects to remain in business, and 
with profit, can well afford to buy 
additional domestic storage sys- 
tems, set them in accordance with 
state and NBFU requirements, and 
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fill them with LP-Gas to be with- 
drawn as the systems are sold, and 
refilled for the customer’s use. 

The logical aspects of such pro- 
cedure are: 

1. The smaller domestic systems 
are in substantial production and 
can be had in quantity now. 

2. The product can be refined at 
the highest rate and most efficient- 
ly from now until fall. 

The financial aspects are: 

1. Investment in domestic sys- 
tems, and their contents, can be 
marketed and liquidated 100%, in 
a few days or weeks, with a min- 
imum of interest charges, thus 
turning working capital at a steady 
and profitable rate, whereas, 

2. Investment in similar bulk 
storage capacity, if and when it is 
available, represents a frozen in- 
vestment of several thousand dol- 
lars ($7500 on 18,000 gallon tanks 
and $11,000 on 30,000 gallon tanks), 
drawing additional hundreds of 
dollars of interest annually. 

3. Bankers and finance firms will 








Presented in Mr. De Larzelere’s 
accompanying article is a brand 
new idea on how to help solve the 
need for larger LP-Gas storage so 
as to adequately provide customers 
with fuel during the winter months 
of heavy demand. 

The distributor, himself, can 
make the big contribution in this 
case, and save money while doing 
it. 

This is a plan worthy of closest 
study, of great benefit to the en- 
tire industry.—Editor. 
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advance money on “moving” or | 
moveable goods in larger sums and 
at less interest than they will on 
capital (“frozen”) investment in 
non-moveable or slow-moving goods. 
Compare the figures in Table 1, 





TABLE 1. 


Investment in bulk storage 
(30,000 gal.) (frozen solid) 
$ 11,000.00 Cost of tanks 
-06 Int. per anum 


$ 660.00 
This goes on year after year. 


Investment in consumer storage 
(15 1000-gal. and 30 500-gal. tanks— 
30,000 gals. (100% saleable) 

$ 10,635.00 Cost of tanks 
.06 Int. per 4 months 


$ 212.65 
This is more than liquidated on sale. 











To put it another way, not only 
will the distributor who follows 
this suggestion be putting his 
money in a 100% saleable inven- 
tory instead of a “frozen” invest- 
ment, he and his customers will be 
benefiting through decreased op- 
erating expense, and more assured 
and efficient service. 

As an illustration, let’s take an 
example of 500 average customers, 
all with 150-gal. systems, who have 
been buying from the distributor 
for a period of 12 months, and 
whose average consumption was 60 
gallons per month or a total of 720 
gallons average per year, a total 
annual consumption for the 500 
customers of 360,000 gallons. 
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If the service of these custom- 
ers could be averaged over the year, 
the monthly deliveries to each cus- 
tomer should amount to 60 gallons, 
but we know that approximately 
65°, of the demand or use will oc- 
cur in the three or four cold months 
of winter, hence storage of approx- 
imately 234,000 gallons must be 
provided for the extreme winter 
season. Divided among 500 custom- 
ers it would require 468 gallons of 
storage, minus 150 (already in- 
stalled) or an increase per custom- 
er of approximately 300 gallons if 
they are to be assured of adequate 
winter service. 

It is utterly out of the question 
to assume that any distributor 
could incur the indebtedness neces- 
sary to deliver the maximum serv- 
ice required. The cost would make 
the price of his service and his gas 
prohibitive. 

On the other hand, by spreading 
this storage equally among all his 
customers, according to their needs, 
he can assure them of adequate 
service under all conditions and ef- 
fect savings in plant investment 
and operating costs that will en- 
able him to meet the competition 
of other fuels which is as certain 
to come as taxes and death. 

The workable aspects are: 

1. This procedure is now in suc- 
cessful operation in several lo- 
calities; 

2. Refiners very generally agree it 
is a sensible solution of an 
otherwise extremely difficult 
problem, at least for some time 
to come, during which time 
many might lose all they have 
invested ; 

3. Prospective customers will be 
less reluctant to buy if they 
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know positively they will not 
only have the equipment but the 
product necessary to meet their 
maximum annual requirements; 
and, 

4. Such procedure will do more 
than anything else to convince 
the refiners and suppliers of LP- 
Gas that the distributor is in 
earnest and seriously building an 
operation calculated to establish 
a balanced year-round business. 








CALENDAR 
Aug. 8-9—San Joaquin Valley (Calif.) Di- 
vision, LPGA. Sectional Meeting and Fire 


Demonstration. Hotel Fresno, Fresno, 
Calif. 


Aug. 27—TIllinois LP-Gas_ Association. 
Peoria. 


Aug. 28-29—New Mexico Liquefied Petro- 
leum Gas Association. Hilton Hotel, Al- 
buquerque. 


Sept. 3-5—University of Tulsa LP-Gas 
Short Course. Tulsa, Okla. 


Sept. 8-10—Southwestern LP-Gas Conven- 
tion and Appliance Show (Oklahoma 
LPGA). Skirvin Hotel. Oklahoma City, 
Okla. 


Sept. 15-17—National Butane-Propane As- 
sociation Convention and Exhibits. Jef- 
ferson Hotel. St. Louis, Mo. 

Sept. 23—LPGA Sectional Meeting, Salt 
Lake City. 

Sept.-Oct. (Date to be announced)—Asso- 
ciation of Iowa Marketers of LP-Gas. 
Davenport. 

Oct. 6-8—American Gas Association An- 
nual Convention. Cleveland. 

Oct. 9-10—Missouri LP-Gas Association. 
Jefferson City, Mo. 

Oct. 10—California Natural Gasoline Asso- 
ciation. Fall Meeting. Ambassador Hotel. 
Los Angeles. 

Oct. 13—Colorado Liquefied Petroleum Gas 
Association. (Annual Meeting and Trade 
Show.) Denver. 

Oct. 20-2i1—Kansas Liquefied Petroleum Gas 
Association. Hotel Broadview. Wichita. 

Nov. 17—Montana LP-Gas_ Association. 
(Annual Meeting.) Cutbank. 

Dec. 3—Wisconsin Liquefied Petroleum Gas 
Association. Annual Meeting. 
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Layout of new bulk and filling plant, auto- 
motive dispensing unit, shop and offices of 
Mutual Liquid Gas Co., Inglewood, Calif. 
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: Safety Comes First 
In Building This Modern Propane Plant 


By HENRY STOCKMAN 
Chief Engineer, LP-Gas Division, Parkhill-Wade, Los Angeles 





Will Joe 


THE TWIN BROTHERS FAGAN 


HE DEVELOPMENT of the Mutual Liquid Gas Co. under the 

guidance of Joe Fagan reads like a story book. 

This company, now distributing propane over much of southern 
California, was only Joe’s dream up to early 1934. By April of 
that depression year, he had saved but $40. He needed $290, he 
figured, to start out with a 1929 Ford delivery truck offered him; 
10 second hand, ICC, 60-lb. cylinders; a few regulators; some 
tools and a tank of gasoline. So he borrowed $250 from a friend 
and was ready to go. 

First, he made a contract with the General Petroleum Corp. to 
fill his bottles and supply his fuel. Then he began looking for 
business at a time when few people even knew the word propane 
and had little money to invest in new conveniences. 

The going was tough the first year, and over his head was that 
debt of $250. Things didn’t look so good. He and his wife, Esther, 
worked together until 1938, when Joe’s brother, Will joined 
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them. They made “Service” their motto and their goal and they: 
told people what propane would do. 

This good service began to bear results. Slowly, business 
started to materialize. Then it came with a rush—domestic cus- 
tomers, commercial and industrial customers, shipyards, airplane 
plants, utilities—small and large. 

It was found that there was a dearth of torch and industrial 
furnace equipment for use with propane, so Joe and Will decided 
to manufacture it. This end of their business grew so rapidly 
they formed a separate company to handle it. 

The war and general prosperity, the ever-widening acceptance 
of propane for fuel and the unwavering adherence to good ‘serv- 
ice and fair dealing has brought the Mutual Liquid Gas Co. today 
to a point of high success. 

In 1933 and ’34, Joe Fagan was digging ditches in Hollywood 
streets for his cakes. Today he and his wife and his brother and 
his company are literally sitting right up on top of this little old 
world and they did it all themselves! 

7 

What the Fagans did, others can do in this LP-Gas industry. 
That’s why we are telling this story. At least, others can do it if 
they will give good service, make safety their ideal—and work! 





—Editor. 


HE rapid increase in the use 
A ie propane as a domestic fuel for 
cooking, refrigeration, water and 
space heating in homes located in 
residential areas not served by pub- 
lic utility gas, and for industrial 
and commercial enterprises, -has 
made it necessary to transport, dis- 
pense and bottle large quantities 
of liquid propane. 

The Mutual Liquid Gas & Equip- 
ment Co., Inc., at Inglewood, Calif., 
several years ago found its then 
existing facilities inadequate to ef- 
ficiently serve the ever-increasing 
demand for propane. Plans were 


formulated to design and construct}; 


a large propane bulk storage and 
bottling plant in Inglewood to bet- 
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ter serve their customers. Joseph 
Fagan, principal owner of the com- 
pany, engaged Parkhill-Wade, Los 
Angeles consulting engineers, to 
design and construct a modern 
bulk storage and bottling plant. 
Practical ideas and suggestions 
offered by Mr. Fagan were merged 
with the technical and engineering 
experience of Parkhill-Wade. Many 
new advancements were incorporat- 
ed in the plant to provide opera- 
tional flexibilities, which, since the 
plant has been in operation, have 


_proven satisfactory. The special, 
‘ new features, not normally found in 


many plants of this type, will be 
2xplained further. 
The original new plant consisted 
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Cylinder filling station 


of two 6000-gallon propane storage 
vessels, a three-manifold bottling 
plant with steel shelter, pumping 
facilities, and propane dispenser for 
passenger cars and trucks. 

Since then a machine shop for 
manufacturing LP-Gas appliances 
and a large warehouse have been 
constructed; also an office building 
of modernistic design, all particu- 
larly adapted for convenience in 
handling LP-Gas industrial equip- 
ment and appliances. 

Recent sales increases have ne- 
cessitated the addition of another 
propane storage vessel, making 
three, in all. This vessel has a ¢a- 
pacity of 6500 gallons and is inter- 
connected with the original facili- 
ties. The three storage vessels were 
fabricated by American Pipe and 
Steel Corp., of Alhambra, Calif. 

The design and construction of 
the new plant is in compliance with 
all regulations and safety codes per- 
taining to LP-Gas bulk storage and 
bottling plants. Safety was the ulti- 
mate goal set by the owner; the re- 
sult was that all fittings, valves and 
Specialties are made of steel. A 
steel fitted plant is a trifle higher 
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and loading platform. 





in cost, but the assurances of ut- 
most safety against breakage and 
fire hazards is well worth the in- 
creased expenditure. 

All liquid and vapor openings in 
the vessels are equipped with ex- 
cess flow valves. Relief valves on 
each vessel are stacked at a suffi- 
cient elevation above the ground 
level for vapor dissipation. These 
stacks have self-closing cover plates 
which protect the relief valve mech- 
anism against water and dirt ac- 
cumulation. Liquid lines are pro- 
tected with spring-loaded relief 
valves between positive shut-off 
valves. 

The bulk storage and equipment 
area is protected by 6-inch steel 
crash posts set in concrete. Four 
sides of the area are thus protected. 

Liquid and vapor lines for the 
transport loading and unloading 
connections pass through and are 
welded to heavy pipe posts an- 
chored in concrete. This protects 
against pipe breakage at these 
connections, should a truck un- 
avoidably roll or be driven away 
with the hose connected to the 
loading post. In this event the hose 
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will break, and since each vessel 
connection has a self-closing check 
valve, no serious damage can oc- 
cur. This feature is a safeguard 
well worth considering for all LP- 
Gas loading connections. 

The liquid and vapor pipe mani- 
folding is designed for flexible op- 
eration. With one pump it is pos- 
sible to blend fuels; to pump in or 
from any or all of the storage ves- 
sels; to fill bottles in the bottling 
plant, and to dispense propane to 
mobile passenger and truck ve- 
hicles. A second pump makes it 
possible to load and unload trans- 
port trucks at the same time into 
or from the vessels. 

These pumps, both of Smith Pre- 
cision Products Co. manufacture, 
are one 3-in. with 7144 horsepower, 
explosion-proof, electric motor, and 
a 2-in. with 3 horsepower motor. 
The latter pump is for standby 


service or can be operated simulta- 
neously with the 3-in. pump to per- 
form any of the above operations, 

After dispensing operation is 
completed, both liquid and vapor 
hoses are vented by bleeding con- 
tents to a high stack before break- 
ing the hose connections. This safe- 
ty feature prevents accumulation 
of vapors at ground level, which 
eliminates a possible hazard to 
operators and plant. 

The remote electrical control fea- 
ture of both pumps is worth men- 
tioning. Either pump or both can 
be started or stopped from any one 
of three locations—from the load- 
ing post connections, or the bot- 
tling platform, or at the station 
vehicle dispenser. Pilot tell-tale col- 
ored lights at each location indi- 
cate to any operator if the pumps 


_ are running or stopped. This fea- 


ture saves many operator man- 


The 3-tank buik plant and interconnecting piping arrangement. Total storage 18,500 gals. 
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hours, and provides immediate 
shut-down control should an emer- 
gency arise. All electrical installa- 
tions in the storage and dispensing 
areas comply with the California 
Electrical Safety Orders for Class 
I, Group D, explosion-proof service. 

Propane bottles are filled by 
weight. Cylinders are placed on 
weighing scales and the scale beam 
actuates an automatic shut-off de- 
vice, so that the desired amount of 
liquid is dispensed without over- 
filling the cylinder. 

A Parkhill-Wade butane-propane 
dispenser, with direct, gallon-read- 
ing, dual-faced dials, illuminated at 
night, and equipped with safety 
control, services automotive equip- 
ment. For filling operation, after 
fill hose is attached to tank fitting, 
an operating lever is moved and 
held in position. This starts the 
pump and dispensing of fuel. After 





filling is completed, releasing the 
lever stops the pump and liquid 
flow. 

If the operator should leave his 
post for any reason during the dis- 
pensing operation, the release of 
the actuating lever automatically 
stops the motor and closes a shut- 
off valve within the dispenser case. 
This is known as “deadman con- 
trol.”” The dispenser hose end con- 
necting to the vehicle tank is 
equipped with a P-W quick-detach- 
able cam actuated hose nozzle. Op- 
eration of the cam lever opens and 
closes internal valves safely with 
no loss of propane. 

A large, new, propane transport 
of 4100 gallons capacity was com- 
pleted in May to supplement the 
owner’s original propane transport 
and trailer. The liquid and vapor 
manifolding is so constructed that 
propane can be pumped in or out of 


The recently constructed office and showroom of Mutual Liquid Gas Co.,-Inglewood, Calif., with 
shop at left rear. Storage and filling plant at right. 











Joe Fagan’s first delivery truck and his 
original stock of 10 cylinders. 


the truck or trailer tanks individu- 
ally or simultaneously. Connections 
are provided at the rear of the 
truck for coupling its pump to the 
trailer tank. A Smith Precision 
propane pump is driven by the 
truck engine in either rotation. 
Metering of the dispensed fuel is 
in gallons, through a direct reading 
Neptune meter. 

Other features include hose reel 
and hose venting system to ele- 
vated stack above the truck cab. 
Pressure on hoses is thus relieved 
in a safe manner, before discon- 
necting the hoses. 

The tank for the new truck, as 
well as those on the original truck 
and trailer, were fabricated by 





One of the modern delivery trucks of the 
Company, 


$8 





American Pipe and Steel 


Corp. 
These vessels are constructed of 
high tensile steel and comply with 
the API-ASME Code. The pumping 


circuit, equipment, piping mani- 
folding, fenders and other special 
features for the new truck, as well 
as the original truck and trailer, 
were designed and built by Park- 
hill-Wade, in accordance with all 
LP-Gas_ safety codes. Individual 
fuel tanks supply propane to the 
ergine of both trucks. 

Other Mutual bulk storage plants 
are built at San Diego and Agoura, 
Calif. 


Manufacturers Section Boosts 


AGA, LPGA Cooperation 


Steps which might be taken to 
bring about better unification of ap- 
pliance requirements was the princi- 
pal topic of discussion at an appli- 
ance manufacturers section meeting 
held in connection with the annual 
LPGA convention in Chicago in May. 
Lloyd C. Ginn, American Stove Co., 
was elected permanent chairman of 
the section. 

A resolution was also passed com- 
mending the AGA and the LPGA for 
their recent action of appointing com- 
mittees to explore areas of mutual 
interest to the two associations in 
order that the industry can present a 
strong, united front. The burdens 
placed on the manufacturers by the 
large number of committee and gen- 
eral meetings duplicated by both as- 
sociations were pointed out. 

Manufacturers who are not repre- 
sented on LPGA appliance commit- 
tees are requested to communicate 
with them. They are also asked to 
supply their statistics on appliances 
for LP-Gas to GAMA so that the in- 
dustry will have complete reports. 
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Ever-Ready LP-Gas Rescues 
Rutland, Vt., Citizens From Hardships 


HEN flood waters from a 

broken power dam _ under- 
mined foundations and swept away 
buildings of the water gas plant 
that supplied Rutland, Vermont, 
homes, an LP-Gas contractor over- 
came the existing emergency 
by utilization of a propane-air 
plant. By converting the utility’s 
system into propane gas _ installa- 
tions, service was restored to al- 
most 3500 Rutland customers with- 
in a week. 

Within 24 hours after being con- 
tacted by George W. Peck III and 
A. E. Shippee, in charge of gas 
operations for the Central Ver- 
mont Public Service Co. which 
serves Rutland, H. Emerson 
Thomas of H. Emerson Thomas 
and Associates, Westfield, N. J., 
had inspected the damage and or- 
dered the shipment of equipment 
necessary for the conversion. Af- 
ter the flood, the city was without 
electricity, water, and gas. 

The boilers and holders of the 
water gas plant not damaged by 
the flood were utilized, but a 60,- 
000 cu. ft. per hour Selas gas-air 
mixing machine, a steam-fired 
propane vaporizer, and small ac- 
cessory equipment were shipped in 
by truck or air express. Propane 
was brought in by tank car for 
temporary use until the storage 
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tank could be shipped in and in- 


stalled. 

Many of the plant lines were 
washed out and at two points in the 
distribution system where bridges 
were destroyed, mains were also 
lost and filled with water. Repair 
work on these units was completed 





Emergency gas mixing machinery being 
installed in midst of the destroyed water 
gas manufacturing plant of the Central 
Vermont Public Service Corp., Rutland. 
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on the same day that the plant 
started making gas. 

Surrounding gas companies as- 
sisted in the turn-on of customer 
services and helped make possible 
the restoration of service to 3500 
customers in a considerably shorter 
time than contemplated. The local 
gas executives and Mr. Thomas 
worked against obstacles with little 
time for rest in order to accom- 
plish the job. 

The method of make was to take 
liquid from the storage tank 
through the 2-inch line into the 
vaporizer, where it was converted 
to vapor by steam heat and the re- 
lief holder was then filled with un- 
diluted propane vapor of about 
2500 to 3700 Btus per cu. ft. This 
holder throws approximately 4 
inches of water column and thus 
furnished the gas supply for the 
inlet to the mixing unit. The pro- 
pane-air mix was then made into 
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Close-ups of emergency equipment with gas holder in background. 





the storage holder for distribution 
to the consumers. 

Gas was made into the holder 
on the sixth day after H. Emerson 
Thomas and Associates were called 
in and then the service department 
of Central Vermont Public Service 
Co. began turning on the customer 
services which had been turned off 
immediately after the flood, first 
giving the consumers top burner 
use. All appliances of the automa- 
tic type were tagged to be left 
turned off until the service man 
could make the proper adjustments 
and see that no pockets of air were 
affecting the operation of such 
automatic appliances. 

The procedure used in order to 
get an exchange gas of propane- 
air for the previously used water 
gas, was to install a range taken 
directly from the mains, without 
changing the burner adjustment. 
It was placed in a small temporary 
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building adjacent to the new pro- 
pane-air gas plant, making the pro- 
per Btu gas to burn without ad- 
justment of the burners. 

This was done so that as the 
service department turned on the 
range top burners, no adjustment 
at that time would be necessary, 
and thus the servicemen could turn 
on the maximum number of ranges 


per day. The Btu which accom- 
plished this was approximately 650 
in comparison to the previous 540 
Btu water gas. A calorimeter was 
also installed in the temporary 
building adjacent to the propane- 
air gas plant. This was a new unit 
trucked in by American Meter Co., 
due to the loss of the plant calori- 
meter in the flood. 





W. R. Christopherson is lowa President 


At the annual spring meeting of the 
Iowa dealers’ association in May, 
the officers elected were W. R. Chris- 
topherson, Spen- 
cer Bottle Gas 
Co., Spencer, 
president; Lee 
Threlkeld, Chari- 
ton Propane Gas 
Co., Chariton, vice 
president; and R. 
L. Buckingham, 
Rapid Gas Corp., 
Cedar Rapids, 
secretary-treasur- 
er 





The next sched- 
uled meeting of 
the “Association 
of Iowa Marketers of LP-Gas,” which 
Mr. Christopherson says is one of the 
first state associations in operation in 
the indusry, will be held in Daven- 
port sometime in the latter part of 
September or early in October. 
Although only three distributors of 
LP-Gas had home offices in the state 
in 1936, six men met for lunch and 
dinner in Des Moines that year to 
hold the first meeting of what later 
became the association. During the 


W. R. 
CHRISTOPHERSON 
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next two years informal meetings 
were called to discuss mutual prob- 
lems of the industry. _ 

The association was incorporated as 
such on Aug. 25, 1939. One annual 
meeting is always held as well as 
other meetings at the call of the presi- 
dent whenever problems affecting the 
industry as a whole confront the or- 
ganization. 

The first officers of the association 
were Otto A. Kohl, Butane Co., presi- 
dent; Rufus W. Scott, Thermogas Co., 
vice president; and I. L. Tucker, Rapid 
Gas Corp., secretary-treasurer. The 
original board of directors included 
the above officers and G. F. Bursinger 
and Leland Harms. 

The Iowa group operates differently 
than other state associations in that 
there are no fixed dues or salaries 
paid to any officer, member, or other 
employe. All expenses are paid by 
member donations at meetings. The 
only requirement for membership is 
that applicants be distributors of LP- 
Gas within the state and that, once 
accepted, they attend the meetings. 

The association his wielded a strong 
influence in all state and municipal 
legislation affecting the industry. 
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This ocean-going tanker will be rechristened “S. S. Natalie Warren” before it starts hauling 
butane and propane to foreign ports for the Warren Petroleum Corp. 


There will be 68 of these specially designed tanks in the new Warren ship. 
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LP-Gas Goes to Sea 
In Specially Designed Tanks 


N interesting and revolutionary 

ship conversion project is now 
under way at the Beaumont, Texas, 
yards of Pennsylvania Shipyards. 

The project involves the conversion 
of a Type C 1-A dry cargo vessel into 
a special tank ship to transport bu- 
tane and propane in large quantities 
in coastwise or foreign service. 

The dry cargo vessel was purchased 
by Warren Petroleum Corp. through 
its subsidiary, Warren Maritime Corp., 
from the U.S. Maritime Commission 
early in 1947. 

The accompanying photographs, 
taken recently at Beaumont, show the 
vessel arriving at the shipyards, and 
a few of the 68 specially designed 
tanks being prepared for installation 
in the ship. The long necks on the 
tanks are one of the many important 
safety features being built into the 


ship. The long necks will permit all 
connections to be attached above the 
tep deck. Valves, fittings, ‘guages, 
safety devices, etc., accordingly can 
be easily tested and inspected. 

Unlike conventional petroleum tank- 
ers, this equipment ‘is designed so 
that all products are handled in a 
closed system. Automatic devices in- 
stantly shut tank and pipe line valves 
in the event of irregularities of flow 
in loading or unloading. 

This tank ship, to be christened the 
S.S. “Natalie Warren,” will be the 
first of its kind to be constructed, 
and with the many new and special 
safety features, all meeting standards 
of the U.S. Coast Guard and Ameri- 
can Bureau of Shipping, will no 
doubt be one of the safest ships on the 
seas handling petroleum products. 


The long necks on these tanks permit all connections to be attached above the top deck. 
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Line Test Your Piping! 


JN the installation of LP-Gas sys- 
tems one of the most important 
problems is safe and proper piping 
procedure. Various operating com- 
panies have rules and practices re- 
garding this but valuable sugges- 
tions are offered in the accompany- 
ing drawings of piping layouts that 
are standard practice with the 
Stargas Department of the Lone 
Star Gas Co., Dallas, Texas. 
Dealers will do well to learn that 
no piping installation should ever 
be made without following it up by 
an adequate line test. Loose connec- 
tions and damaged piping can often 
result in leaks which may later 


be hard to find and which always 
are hazardous. 

The accompanying charts show 
an accepted manner in which pip- 
ing should be installed. 


May Use Tire Pump 


After a low pressure piping in- 
stallation has been made it should 
always be given an air test of at 
least 25 pounds per square inch. 
This can be done with a tire pump 
and when the pressure is reached 
the system should be allowed to 
stand. 

All joints should be tested with 
soap suds and the gauge should not 
drop during this time. 
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PUMP PROBLEMS 





A Simple Bulk Plant 


Designed for Fast Transfer and Safety 


By R. STANLEY SMITH 
Manager, Smith Precision Products Co., South Pasadena, Calif. 


HE accompanying sketch (Fig. 

1) shows a very simple and com- 
pact layout for a bulk plant where 
only loading of 
tank trucks and 
unloading from 
transports is to 
be handled. 

The plant il- 
lustrated in- 
cludes a 100 
GPM reversible, 
direct electric 
driven pump 
(A), with a re- 
versing switch 
(B), for both 
directions of 
operation. At least 3” piping (C-C) 
for liquid flow should be provided 
from both pump outlets so as to 
afford the least possible flow re- 
sistance to intake from either di- 
rection. 

A large capacity strainer (D-D) 
on each outlet protects the pump 
from the entrance of weld shot, 
pipe scale, or other foreign matter. 
Two by-pass valves (E-E) are also 





R. STANLEY SMITH 
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required. Both are connected to 
discharge into a common vapor re- 
turn line (F-F). This line should 
be of ample capacity and may be 
placed above ground or _ under- 
ground, as shown. 

The layout as indicated permits 
of a rising line from the pump 
to the tanks as at (G). This has 
the advantage of allowing any gas 
formed in the pump to pass back 





In response to innumerable requests, 
BUTANE-PROPANE News presents herewith 
another article on pumping and pump 
problems in the LP-Gas industry. It is 
12th in a series by R. Stanley Smith, an 
outstanding authority on the engineering 
phases of liquid transfer. 

While LP-Gas is a most difficult fuel to 
handle, pumps, when properly installed, 
give little trouble, but the oversight of 
even one vital factor may cause failure or 
impaired operation. 

Hence, dealers installing bulk plants, 
equipping tank trucks with pumps, or de- 
signing piping layouts, will gain invaluable 
information from these studies. 

Reprints of many past articles prepared 
by Mr. Smith are available upon request 
from the Smith Precision Products Co., 
1135 Mission St., South Pasadena, Callif., 
or by writing to this magazine.—Editor. 
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into the tanks. This vapor forma- 
tion is then being continuously re- 
placed by new liquid from the tank. 

Consideration of this item in- 
sures that the pump will always 
be completely filled with solid li- 
quid before it is started. It also 
provides for natural refrigeration 
of the pump, since it can never 
(by sun heat or otherwise) reach 
a temperature higher than the 
temperature of the liquid in the 
tank, even during long periods of 
pump inactivity. 


Fencing is Safeguard 


This layout also incorporates a 
plan followed in many recent in- 
stallations, which includes the pro- 
tection of the yard by complete 
fencing (H-H), in addition to pro- 
viding a concrete wall (J-J), to 
safeguard against mechanical in- 
jury to equipment at the point 
where transports are unloaded and 
tank trucks are filled. The neces- 
sary valves (K-K) and electric mo- 
tor switch (B) are shown located 
in a wall recess protected by steel 
gates (L-L) which may be locked. 
Hose lines are also made available 
from this position. 

Through the use of Y fittings at 
the valves, double liquid and vapor 
hose connections may be used and 
these are very desirable, permit- 
ting both truck and trailer units 
to be unloaded simultaneously. 
This is a most effective method of 
increasing the delivery rate, and 
shows a worthwhile time saving 
for expensive truck and trailer 
equipment. 

In this sketch, a single vapor line 
(F-F) is shown as serving for 
both vapor and by-pass return. 
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Where this combination is made 
for the sake of simplicity, it js’ 
well to insure ample capacity by 
specifying this line to be 2” pipe 
size. The vapor connections are 
shown in the three tanks at 
(M-M-M), and in cross section at 
M!, Internal tubes (N) lead to the 
vapor space in each tank. This per- 
mits passage of vapor in either di- 
rection as may be necessary for 
loading or unloading operations. 
Where fast flow is of paramount 
importance, plug valves as shown 
at (P-P) in the liquid line are to 
be preferred over globe valves. 
These valves are usually found 
somewhat difficult to keep tight, 
but lubrication after each use will 
do much to remedy this trouble. 
When globe valves are to be used, 
a type should be selected having 
valve passage-ways somewhat con- 
forming in flow area to that of the 
pipe line. These valves too fre- 
quently are seriously restricted 
and ruin all hope of fast delivery. 


How Vapor Forms 


In the sketch, 45° ells (R-R) are 
shown in place of 90° ells. These 
very materially assist in free flow 
to the pump. This is important 
because the pump inlet flow must 
be effected by gravity alone. De- 
pendence on pump suction to draw 
these liquids into the pump in- 
variably results in the formation 
of a large percentage of vapor con- 
tent in the liquid intake. If your 
object is fast delivery, watch your 
intake line capacity. 

The by-pass valves (E-E) may 
be of the simple spring-loaded 
check valve type, and a_ by-pass 
setting of 35-40 pounds has proven 
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The Mueller Climatrol Type 101 LPG 
Gravity Furnace — available in two 
sizes, for 90,000 and 135,000 maxi- 
imum 8.t.u. input. AGA-approved 
for operation with LP-Gas. 


It “pre-sells” your prospect on other utilities 















eee for a completely LPG-equipped home 


A Mueller Climatrol installation is the key to the 
sale of complete LPG-equipment for the home! The 
superior comfort of Mueller’s “climate control”. . . 
its convenience, efficiency, and economy .. . really 
sell your customer on LP-Gas and keep him sold. 
Each installation assures you a loyal and profitable 
customer, and more than that — it wins the cus- 
tomer’s confidence for the other appliances and 
equipment you will sell him in the future. 


The complete Mueller Climatrol line enables you 
to recommend the right size and type furnace for 


any home — each designed specifically for efficient 
and economical operation with LP-Gas. 


Satisfaction is assured by Mueller’s 90-year per- 
formance record as a leading manufacturer of home- 
comfort equipment, and as a pioneer in the design 
of LPG furnaces for home heating. Sell the line 
that does the most for your customers and for you 
— Mueller Climatrol! Write for bulletins today. 


L. J. Mueller Furnace Co. 


2004 W. Oklahoma Ave. Milwaukee 7, Wisconsin 
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Series SHP Type 500 
Winter Conversion 
Air Conditioner Burner 
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EPS Winter 
Air Conditioning 
Furnace 











very satisfactory for transfer serv- 
ice. A by-pass valve and by-pass 
lines of 114” size are entirely ade- 
quate for a 100 GPM pump, since 
the by-pass flow is always under 
the 35 or 40 pound pressure differ- 
ential. 

It is now considered a most im- 
portant safety feature that the 
two pressure relief valves usually 
applied to each tank, be placed on 
the top of the tank, so that any 
emergency discharge will be di- 
rected upward. At least short 
stacks (S-S) as shown are also 
very desirable for relief valve ex- 
haust. This will permit of firing 
the discharge should occasion arise, 
and thereby prevent the possibility 
of a flare-back from any adjacent 
flame hazard. 


Green's Fuel Servicemen 
Attend Instruction Course 


More than 100 servicemen, repre- 
senting Green’s Fuel distributors 
throughout Florida, Georgia, South 
Carolina, and North Carolina attended 
the Green’s Fuel service school held 
at the general offices of the company, 
Sarasota, Fla., July 7-12. 

Classes were presided over by K. H. 
Koach, vice president and general 
manager of Green’s Fuel. An address 
was made on “Safety” by John Knox 
Smith, field engineer of the LGPA. 

Instruction covered the following 
subjects: 

“Installation and Servicing the Do- 
mestic Range,” by L. G. Torbett, Flor- 
ence Stove Co. 

“Installation and Service of LP-Gas 
Meters,” by R. L. McVey, Rockwell 
Manufacturing Co., Equitable Meter 
Divisions. 

“Installation and Servicing of Truck 
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Pumps,” by Geo. D. Roper Corp. 


“Installation and Servicing of Ser- 
vel Gas Refrigerators.” 


“Installation and Servicing of Wa- 
ter Heaters,” by M. C. Reynolds, Gen- 
eral Water Heater Co., and a represen- 
tative of Rheem Manufacturing Co. 


‘Installation and Servicing of 
Heavy Duty Equipment and Commer- 
cial Water Heaters,” by John Mooney, 
Standard Gas Equipment Co. 


“Demonstration and Methods of 
Proper Installation of Copper Tubing, 
Muller Brass Co. 


“Installation and Servicing of LP- 
Gas Equipment,” Ralph Erskine, The 
Weatherhead Co., and by R. H. Wher- 
ry, The Bastian-Blessing Co. 


“Installation and Servicing of Floor 
Furnaces,” by Jack Bessey, Ward 
Heater Co. 


“Installation of Unit Heaters, Space 
Heaters, Floor Furnaces, and Water 
Heaters,” by Melvin C. Eck, Bryant 
Heater Co. 


“Relationship between Customer and 
Serviceman,” by Taylor Green, vice 
president, Green’s Fuel, Inc. 


“Discussion of Bulk Plant Construc- 
tion and Operation,’ by William J. 
Burkett, engineer, Green’s Fuel, Inc. 


Ripley, Mich., Company Formed 
To Distribute LP-Gas 


The Superior Bottled Gas Co., Rip- 
ley, Mich., has been formed to market 
propane gas and appliances, retail 
and wholesale, throughout the copper 
country in Michigan’s Upper Penin- 
sula. 

Officers of the new company are 
Victor P. Baccus, president; Clarke 
K. Olson, secretary, and Frederick C. 
Pearce, treasurer. 

Bulk storage facilities are expected 
to be in operation some time in No- 
vember. 
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“ Donit Bleed Your Tank 


Because 
leaky Reliet Valves 





; Make repairs while Tank is full 


. and in service... lowe a Koney 
MULTIPLE RELIEF VALVE MANIFOLD 


























r R-709 € 
d 
. : MODEL No. | NO. OF PORTS 

The Roney Multiple Relief Valve — 

e < For tanks requiring up to R-709 2 

. Manifold enables you to group sev- 2.2 99. in. of sollel exee . 

t eral relief valves in a single tank For tanks requiring up to pees ‘ 
connection. When one of these relief 4.4 sq. in. of relief area 

d valves needs repairing or replace- For tanks requiring up to R-711 4 

e ment, you simply turn the shut-off pnedis anette 2 


valve on that particular compartment 

= and remove the damaged valve. 

. Meanwhile, the tank is completely 

, protected by the adequate relief 

area of the other valves in the 

manifold. 

No more worrying—no more 
expensive transfer of gas. These 

2 simple, effective manifolds provide 























t both safety and convenience. They 
l are available in two, three and four 
r port models providing effective re- 


lief areas from 2.2 to 6.6 square 
inches. If you use large tanks, you 
should investigate the Roney Mul- 


: tiple Relief Manifold. It will save you 
time, money and worry. Write today 
| for details and prices. 


L.C._RONEY Inc. 


‘: 511 S. Redondo Bivd., Inglewood, California 








Deteating Electricity in Kansas 






It's as Simple as Telling the Virtues of LP-Gas 


44 VERY day in every way” LP- 
Gas men are becoming more 
and more aware of the threat to 
their business 
inherent in the 
present promo- 
tional plans of 
the electric in- 
dustry. Because 
of REA develop- 
ments in Kansas, 
where we oper- 
ate, our firm ran 
up against elec- 
tric competition 
several years 
ago. Perhaps, 
therefore, it 
might be of interest to others to 
hear about the program we worked 
out to combat this competition. 
First, we made up our minds to 
get and hold our share of the busi- 
ness; we were determined to sell 
LP-Gas for the four big jobs— 
cooking, refrigeration, water heat- 
_ing, house and brooder heating. 
Next, we did a great deal of ex- 
perimenting (mostly by the trial- 
and-error method) and a lot of 
heart-breaking work. As a result 
of these efforts, we found out two 
things that we believe are of the 
utmost importance: 


piss nn 





SAM BOOTHE 


1. The average farmer or small- 
town dweller, who has been reading 
by a kerosene lamp and listening to 
a battery-operated radio for years, 
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By SAM BOOTHE 
General Manager, Homegas, Inc., 
Wichita, Kan. 


definitely wants electricity. To tell 
him he doesn’t will probably result in 
the gas salesman being run off the 
premises. 

2. The average electric salesmen— 
at least those in our territory—mis- 
lead the farmers (either in desper- 
ation or through ignorance) into be- 
lieving that for three or four dollars 
a month electricity will do everything 
but pin the baby’s diaper. 

Once we understood these two 
fundamentals, we realized that we 
must drive home the truth to each 
prospect. We knew we must frankly 
admit to the farmer that electricity 
has its proper place in his home— 
for illumination, radios, small mo- 
tors, and so forth. At the same 
time, we knew we must explain to 
him that for certain other applica- 
tions gas not only does a better 
and more efficient job, but does that 
job at less cost. 

So, as long ago as 1936, we 
worked out an organized plan for 
our dealers to use in approaching 
the rurai dweller who was ‘begin- 
ning to modernize his home. It was 
our idea in this plan to “congratu- 
late” new users of electricity. We 
started a concentrated mailing 
campaign, therefore, for the pur- 
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Especially for the L. P. Gas Industry 


CHECK THESE FEATURES 


} 

! 

| 

; 1. “In the floor” age 1 

i] Removable register. Ze ” 

| valve handle at floor _ = 

\ 3, Main fuel line --- 4, Ba 

| 100% Safety Pilot ... 5» _ 

: matic temperature contro 

| __ valve. (Thermostat is located 

i 11.)..6," Whisper 

| on suitable wall. x 

| uiet” burners, have lava ports. 
| pon clean, Will not burn out 
H ar 7, Rib-reinforced steel ae 
bustion chamber with “life- 
time” finish of porcelain enamel 
| _.8, Handy cleanout door .-- 
\ 9, Return air intake.. 10,Werm 
ye output... 24, Air-cell-insu- 
| lated jacket... 12, Combustion 
area. Note how 9 

10, 11, 12 are spaced 

for maximum heat ex- 

change and circulation. 


The Bu-Pro-Fire line includes a 
variety of space heaters, radiant 
or circulating types, all porcelain 
enameled, featuring a forced air 
model with automatic control and 
67,500 B.T.U. capacity. Priced right. 
Good margins. Good deliveries. 
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Bu-Pro-Fire 


Automatic Floor Furnaces 
and Space Heaters 


@ Here’s a full line of fast-selling heating 
equipment especially for your field. Features 
a superior design floor furnace; includes space 
heaters for every need. Equipped especially 
for L.P. Gas. Named to identify with the L.P. 
market. This combination fits in with profit- 
able L.P. merchandising: 

1. Sell Appliances Which Expand Your Gas 
Business ... Every Bu-Pro-Fire installation 
means another L.P. Gas outlet. Increases 
your gas profits. Bu-Pro-Fire is easy to sell 
because of many user-appeal features (see 
list at left). 

2. Bank Double Profits...In addition to 
greater gas profits you get generous margins 
on Bu-Pro-Fire. This means additional 
bankable profit. You don’t have to spend it 
on excessive installation or service costs. 


3. Expand with Your Present Equipment... 
Delivery and installation of Bu-Pro-Fire is 
as simple as gas service itself. Furnace 
comes as factory assembled unit, about half 
the size of an ordinary refrigerator. You 
can set one up, ready to heat, in a few hours. 


WE HELP YOU SELL: Write today for details 


of our selling plan, dealer help materials, 
mailing pieces, displays which help you sell. 
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pose of putting before all sub- 
scribers for electricity the true 
facts as to cost and other prob- 
lems. 

The theme of our program was 
then, as it is today: 

“Electricity is fine, but use it as do 
city people who have access to both 
gas and electricity. Use electricity for 
the things it can do best. Use LP-Gas 
for the four big jobs.” 

In addition to our mailing cam- 
paign, we held dealer sales and ed- 
ucational meetings, explaining just 
how to use this type selling pro- 
gram against electricity (in our 
case, REA). 


Not Afraid of Competition 


Thé result? Today our dealers 
keep a wary eye open to electric 
competition, but they are certainly 
not afraid of it. In Kansas, where 
we operate in about three-fourths 
of the state, our dealers are well 
versed in sales technique to be used 
against REA. And this method 
pays dividends. 

We keep our plan constantly 
alive. If any electric utility project 
gets going too strong, we simply 
work out another plan for our deal- 
ers and start firing our mailings 
out again. We expect, as time goes 
on, to have to do more and more 
of this—that is, originate new 
ideas and plan new methods of ap- 
proach—because the efforts of the 
kilowatt promoters are becoming 
more and more concentrated every 
day. 

Our present mailing pieces are 
nine in number, as follows: 


No. 1—An REA rate card. This card puts 
into the prospect’s hand official data as to 
actual costs of electricity. Naturally, it serves 
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to repudiate erroneous statements made by 
misinformed electric salesmen. 


No. 2—A folder of congratulations to the 
new user of electricity. In it is a graphic ex- 
planation of the true comparative costs of 
LP-Gas and electricity when used for the four 
big jobs, 


Nos. 3, 4, 5, 6—Post cards. Each one quotes 
official figures from a government agency, 
showing lower costs for LP-Gas. 


No. 7—A folder on the advantages of cook- 
ing with LP-Gas rather than with electricity. 


No. 8—A colorful, illustrated folder on the 
advantages of LP-Gas for the four big jobs. 


No. 9—A folder on the advantages of gas 
refrigeration. 

We have mailed out thousands of 
these folders and cards for our deal- 
ers, and have also made them avail- 
able to members of the Kansas LP- 
Gas Association. We will be glad to 
furnish these mailing pieces to 
other dealers and distributors at 
cost; or better still, perhaps the 
Liquefied Petroleum Gas Associa- 
tion may be able to work out a 
plan for distribution. 


Intelligent Approach Essential 


From our experience, we are 
convinced that if the LP-Gas dis- 
tributor or dealer will use an intel- 
ligent approach to this problem of 
competition instead of being an- 
tagonistic—any electric campaign 
will be a help rather than a hin- 
drance. The tremendous sums now 
being spent for promotion by the 
electric industry are bound to 
create a desire in the farm home 
for modern appliances. 

The alert LP-Gas dealer can cap- 
italize on that promotion. He can 
sell the idea, “Let’s use electricity 
for the things for which it is best 
suited, but let’s use LP-Gas for the 
four big jobs—cooking, refrigera- 
tion, water heating, house and 
brooder heating.” 
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250 Dealers Attend Arkansas Convention 


ITH “Gas Beyond the Mains” 

as a slogan and a theme, the 
first annual convention-exposition 
of the Arkansas Butane Dealers 
Association was held June 22-24 
at the Lafayette hotel in Little 
Rock. 

Approximately 250 butane deal- 
ers and distributors attended the 
meetings and inspected the equip- 
ment displayed by manufacturers 
and suppliers at the accompanying 
trade show. 

Among speakers was William J. 
Lawson, executive secretary of the 
Texas Butane Dealers Association, 
whose address was a general dis- 
cussion on “Association Problems.” 

Mr. Lawson accented cooperation 
among various branches of the 
LP-Gas industry as a certain meth- 


By BOB FARSON 


od of meeting difficulties. He con- 
gratulated the ABDA on getting a 
law passed by the Arkansas legis- 
lature providing for proper licens- 
ing and supervision of the indus- 
try. 

“Of particular interest to me,” 
Mr. Lawson said, “is the section 
requiring proper insurance protec- 
tion as a prerequisite to holding 
a right to do business in your 
state.” 

Mr. Lawson believes that all li- 
censed dealers must carry public 
liability and property damage in- 
surance, as well as manufacturers’ 
and contractors’ liability. His rea- 
sons: 





New officers of Arkansas dealers association (left to right); Cy Carney, vice president; 
B. T. Harris, president; R. C. Weis, vice president, and A. W. Porter, executive secretary. 
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A New Line of Safety Relief Valves 
That Conforms to All Requirements 


Again pacing the needs of the LP Gas Industry, Rego presents a new series of 
safety relief valves which conforms to ai/ the latest requirements! 

The 1947 edition of NBFU Pamphlet No. 58 includes the important provisions 
that safety relief valves be rated by their discharge capacity, rather than by free discharge 
area, and that each valve be marked to show: 

(a) the “Container Type” for which it is designed 

(b) the pressure vessel code designation for which it is designed 
(c) the start-to-discharge pressure setting 

(d) the rate of discharge at full open position 

(e) the manufacturer’s name and catalog number 

All Rego Safety Relief Valves will carry this important information on an 
Underwriters’ label — look for this label and be sure you are getting safety relief valves 
that conform to all requirements! 

It is important to understand that these new provisions require not only that 
valves be rated by discharge capacity rather than discharge area, but also that greater 
capacity is required than was necessary under the old regulations. 


Write tor RegO Bulletin GL-L400 
It contains full information regarding the relief valve capacities required for 
any size and “Container Type” of LP Gas tanks. A selection chart designates the 
particular Rego valve to meet these requirements. 
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“*BASTIAN-BLESSING*"" 


4201 West Peterson Avenue Chicago 30, Illinois 
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DNEER AND LEADER IN THE DESIGN AND MANUFACTURE OF PRE 





vi 





we 


No. 3127 





Complete Range of Sizes for All Types of Applications 








No. 3129 
No. 3131 





No. 3132 
No. 3133 












































RegO Safety 
j Relief Valve ° Applications 
No. 3127 | Designed for installation on hose or pipe lines to relieve excessively high liquid 
Series pressures and for use on ICC cylinders for primary or secondary relief purposes. 
/ No. 3129 | This series of valves is designed for use on small A. S. M. E. aboveground or 
Series underground containers and ICC cylinders. Recommended for protecting 
by-pass on pumps, for charging manifolds and for installation in liquid lines 
at bulk stations to relieve excessive liquid pressures. 
No. 3131 Designed for use on aboveground and underground bulk containers and ICC 
Series cylinders, either as the primary safety device or as a supplementary relief 
valve. May be used on cylinder charging manifolds, for protecting the by-pass 
on pumps, and for installation in liquid lines at bulk plants. 
No. 3132 | Designed for use on large aboveground and underground storage containers. 
Series Also for bulk plants, industrial plants, tank trucks and similar applications. 
No. 3133 | Designed for use on large storage containers, skid tanks, transport trucks and 
Series similar applications. 
No. 3134 | This series of safety relief valves is designed for use on large storage con- 
H Series tainers and transport trucks. 
DESIGN FEATURES YOU GET WHEN YOU SPECIFY RESO! 


\eece Geese 


spoennoct 





OF PRECISION EQUIPMENT 





@ RegO “Pop-Action” design allows valve to open 
slightly to relieve pressures only slightly in excess of 
setting. Further increase in — causes valve to 

*“pop” open immediately, thus relieving excessive 
pressure quickly. 


@ For applications where required, RegO Safety Relief 
Valves are designed so that the discharge can -be 
piped away. 

@ The resilient synthetic composition seat disc insures 
tight closure and fully resists the action of LP Gases. 


Specify RegO and be Sure that your Safety 
Relief Valves conform to Ajj Requirements! 








No. 3134 








FOR USING AND CONTROLLING LP GASE 











NEW ARKANSAS OFFICERS 

President—Bolton T. Harris, Little 
Rock. 

1st vice president — Cy Carney, 
Fayetteville. 

2nd vice president—R. C. Weis, 
Brinkley. 

3rd. vice president—B. W. Linder, 
Little Rock. 


Executive secretary—A. W. Por- 
ter, Little Rock. 


Directors 
L. L. Rambo, Charleston; Robert 
J. Dodson, Camden; Dulun G. 


White, Paragould; Leonard Ward- 
en, West Memphis; Bernard M. 
Brazil, Dermott; C. N. Kent, Har- 
rison; H. P. Riley, Pine Bluff. 











1. If the public suffers loss as a 
result of an accident, the dealer 
should be responsive in damages to 
promote good will. 

2. The dealer protects himself by 
having his losses underwritten by 
adequate insurance coverage. 

3. Insurance companies will provide 
good legal talent to represent dealers 
in lawsuits growing out of accidents. 

As major problems of the LP- 
Gas industry, Mr. Lawson listed: 

(1) Competition from the electric 
and coal industries for the rural load; 
(2) safety: to be remedied (in Texas), 
by training schools; (3) reducing the 
costs of doing business as the indus- 
try becomes more competitive; (4) 
preventing price-fixing agreements. 

Mr. Lawson’s final word: 


“Gentlemen, you can’t go wrong 
if you stay in your association.” 


Other experts talked to the Ar- 
kansas group, which numbers more 
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than 100 members although organ- 
ized only nine years ago. The 
speakers and their subjects: 

Pierre Vinet, assistant vice presi- 
dent, George D. Roper Corp. “You 
Never Sold a Gas Range in Your 
Life.” 

H. E. Larsen, Shreveport Philgas 
Division, Phillips Petroleum Co. — 
“LP-Gas Production from the Ground 
Up.” 

Raymond W. Carr, Fidelity and 
Casualty Insurance Co., Kansas City 
—“Underwriting LP-Gas.” 

G. Dwight Sutherin, western sales 
manager, Caloric Stove Corp. — 
“Headlines.” 

Clare A. Johnson, secretary, Na- 
tional Tax Equality Association, Chi- 
cago—“‘Down-the-Middle Taxation.” 

There was another paper of spe- 
cial import to dealers who are in- 
terested in building the LP-Gas 
load by selling bigger and better 
appliances. Walter J. Leaumont, 
sales manager of the Southern 
Heater Co., Inc., New Orleans, 
told listeners how to get consum- 
ers to use more hot water (and 
more gas) by emphasizing the 
need for sanitation which hot wa- 
ter provides. 

“Should I choose to wash dishes 
in ice water, rather than in luke 
warm dish water, many of you at 
first would think I am insane,” he 
stated. “But Louis Pasteur proved 
beyond doubt that the growth of 
bacteria can be controlled by tem- 
perature. 

“We can truly say that the pas- 
teurization zone from 142° F. 
and up, will destroy most bac- 
teria. From 142° down to 50° rep- 
resents the danger zone because 
bacteria not only live, but multi- 
ply, at the temperature range. Be- 
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Re-elected directors of Arkansas Butane Dealers Association. Left to right: H. P. Riley, 
C. N. Kent, Leonard Warden and Robert J. Dodson. 


low 50°, cold conditions merely 
preserve the virus, which means 
that bacteria are neither destroyed 
or increased. 

“You can appreciate my choice, 
therefore, of using cold water in- 
stead of lukewarm water. At least 
the dishes won’t be acquiring more 
germs.” 

Mr. Leaumont has also figured 
out how an’ adequate supply of 
really hot water fits into the LP- 
Gas industry’s promotional activi- 
ties. The answer to supplying 
amounts of hot water necessary 
for numerous tasks in the modern 
household is larger gas _ heaters, 
with thermostats automatically set 
at no less than 142°. 

Statistics compiled in an electric 
company survey support Mr. Leau- 
mont’s argument for hotter water. 
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Among the 5232 users of automatic 
washers interviewed, 50% were 
starting their washings with tem- 
peratures below 140°. Dial settings 
on 62.5% of heaters supplying 
water to machines were above 140°, 
but 50% of these temperatures 
were below 125° at the end of the 
first load. 

Housewives are correcting the 
trouble by buying new heaters, 
setting up thermostats, waiting 
longer between loads, spreading 
their washing over more than one 
day, turning up the gas, and pre- 
boiling clothes. According to Mr. 
Leaumont’s report, only the first 
two remedies are necessary: in- 
stalling new heaters of adequate 
size to handle the load in one day, 
equipped with thermostats set at 
a minimum temperature of 142°. 
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Next LPGA Safety Meeting 
Set for Fresno, Calif., Aug. 8-9 


A SERIES of summer meetings and 
safety demonstrations is being 
conducted along the Pacific Coast by 
the West Coast office of the Liquefied 
Petroleum Gas Association. 

John Knox Smith, recently appoint- 
ed LPGA field engineer, is being feat- 
ured at these meetings. 

At Fresno, Calif., the Association 
group will meet at the Hotel Fresno, 
Aug. 8, for a program of talks and 
discussions, largely upon the subject 
of safety. This gathering will be un- 
der the direction of William J. Tim- 
mings, acting as chairman, and 
Thomas J. McGurn, his assistant. Mr. 
Timmings is president of the Cities 
Fuel Exchange, of Fresno, and Mr. 
McGurn is manager of the same con- 
cern. 


Will Demonstrate Fire Fighting 


On the second day, Saturday, Aug. 
9, the San Joaquin Valley division of 
the California State Association, will 
sponsor a fire demonstration at the 
Italian Entertainment Park in Fresno. 
The Union Oil Co. is putting on the 
show a 2% hour demonstration show- 
ing proper methods of fighting and 
controlling LP-Gas fires. 

Henry C. Haar, partner in the Acme 
Butane & Appliances, Fresno, is chair- 
man of the committee arranging the 
fire demonstration. Assisting him will 
be Richard Overholser, of Fraser & 
Overholser Butane Co., Kerman; John 
Agbashian, of the Valley Butane Serv- 
ice, Fresno; and Ed Martin of the 
Martinoil Co., Fresno. 

Hotel accommodations can be ar- 
ranged by writing to any of the above 
committee members. 
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LPGA WEST COAST MEETINGS 


Scheduled Future Dates 
Chairman 
Bill Tim- 
mings 
Aug. 9 Fresno Henry Haar 
Fire Prevention Demonstration 
Sept. 23 Salt Lake Jas. Moyl & 
City Orson 
Newhouse’ Wright 
Hotel 
Sept. 24-25 Salt Lake Arthur 
City Kreutzer 
LPGA Board of Directors 
Newhouse Hotel 
8 
Past Meetings 


Los Angeles Spencer 
Selby 
Sacramento Ben 
Hotel Temple 
Senator 
Seattle 
Meany 
Hotel 


Location 
Fresno 


Date 
Aug. 8 





C. M. Am- 
brose, Jr. 














A 15 minute radio broadcast over 
the Columbia Broadcasting System by 
Mr. Smith and Mr. Timmings will oc- 
cur on both days. 

Similar fire demonstrations were 
held in Los Angeles, July .22; Sacra- 
mento, July 26, and Seattle, July. 30. 

A sectional LPGA meeting is sched- 
uled for Salt Lake City, Sept. 23. On 
the two following days the board of 
directors of the National LPGA will 
meet at the Newhouse hotel in Salt 
Lake City. 


BUTANE-PROPANE News 





Steel Package for a 


Production Line or a Picnic 
Cylinders for the 
Liquefied Petroleum Gas Industry 


Houma Division, Weatherhead Co., Houma, La. 





NE OF THE amazing post-war 

developments is the rapid growth 
of the Liquefied Petroleum Gas industry. 
This industry had been supplying the 
clean» burning, powerful Propane and 
Butane gas derivatives of the petroleum 
industry for 25 years to homes, offices, 
and plants that are out of reach of 
central supply gas mains . . . but the 
war brought this efficient, portable fuel 
to the attention of hundreds of thou- 
sands of potential customers. It created 
an “over-night” demand that swamped 
the producers of Liquefied Petroleum 
Gas Equipment. 


Look Ahead with 


Weatherhead quickly designed a com- 
plete line of LP-Gas Equipment and 
began straight line, high speed precision 
production of this equipment about a 
year ago. 

The recent acquisition of a new plant 
at Houma, Louisiana, for the manufac- 
ture of steel cylinders, is the last step 
in providing customers a complete line 
of Weatherhead Liquefied Petroleum 
Gas Equipment. 

This is the thirteenth industry to re- 
ceive the benefit of Weatherhead engi- 
neering experience and manufacturing 


“know how”. 


Weatherhead 


THE WEATHERHEAD COMPANY « CLEVELAND 8, OHIO 
CLEVELAND + NEW YORK + DETROIT + CHICAGO + ST. LOUIS » ATLANTA + DENVER + LOS ANGELES 
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"DEEP SEA FRYERS 
, have made mea ¢ 


y lot of friends «~ 
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Xx re . —_ Keating a 
— — . _ 
PERFECTLY FRIED FOODS COMPLETE LINE to meet each 
FRIED FASTER AND individual need best. Prompt 
MORE ECONOMICALLY delivery. 





10’ x 11” Counter Model 





14” Square 18” Square 
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20” x 20” Heavy Duty 14” Square Twin 10” x 11” Twin 
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QUIZ 


What causes one of the most 
irritating controversies in 
owner and employe rela- 
tions? 

2 


Why does the tool kit cause 
all this grief? 


3 


Why are small tools lost? 


4 


How can the loss of small 
tools be held to a minimum? 








Importance of Good Tools 





e This department is a monthly feature to stimulate 
thought and to give operators basic industry facts. 
Clip out for your notebook or file in a standard, 3-ring, 
loose-leaf binder. Sources of information: The Bottled 
tras Manual, Handbook Butane-Propane Gases. 


Questions Answers 


The small tool kit. 


The lack of a good set of tools to work 
with irks the serviceman and the care- 
less handling of a good tool kit and its 
contents irks the owner. 


The small tools in the serviceman’s kit 
are just the handy tools that everyone 
can use. If they are not picked up im- 
mediately after use they are seldom re- 
covered later. 


Furnish your servicemen with a light- 
weight tool kit with places for the indi- 
vidual tools arranged so they are easy 
to remove and replace. A quick check of 
the kit before leaving a service job will 
catch up with a missing tool. 
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5 


Why are the best tools the 
cheapest in the long run? 


6 


What should be done with 
worn out or broken tools? 


7 


What is the economic value 
of good tools? 


How should tool costs be 
handled? 


9 


What constitutes a good tool 
kit? 


10 


What is the most important 
thing to remember about 
small tools? 





Quality tools call for quality work. A 
poor mechanic can do a poor job of work 
on most anything with a pair of pliers 
and a screw driver. 


Replace them with new and destroy 
the old ones. If they are not destroyed 
they will find their way back into the 
job sooner or later. 


Take a pencil and paper and figure out 
the cost of a complete kit of tools and 
balance it against the number of hours 
of wages you pay your serviceman. You 
will find that you cannot afford to be 
without good tools when you consider 
the number of hours lost and wasted due 
to trying to do a job without the proper 
tools. 


Tools are part of your overhead used 
to cut down on labor cost. Figure 3% 
of your payroll for tool expense and you 
should have ample reserve to keep your 
tool supply modern and complete and i in 
good condition. 


A good tool kit consists of the tools 
you need for your particular work. On 
page 336 of “The Bottled Gas Manual” 
a list of tools found handy for a bottled 
gas operation can be found. 


The cost of going back to the plant 
to pick up a needed tool is often more 
than the cost of the tool. Why not spend 
the money on tools and get something 
for it than waste it on labor spent look- 
ing for tools or labor spent taking twice 
as long to do a job for the lack of a 
simple tool that really works? 
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JOHN ZINK'S 


100,000 Btu/hr 


Cre “\ 125,000 Btu/hr 
NEW UNIT HEATER 








News 
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This new and unique design in sus- 
pended space heaters features: More 
Head Room — Compact Design — More 
Heat from gas burned—Less Noise. 

Where floor space is at a premium 
this turbine type unit has greater heat- 
ing capacity. Controls are built-in. 


Unit is shipped completely assembled 
ready for installation. 

One unit will heat a 40’x 80’ space. 
Ii is A.G.A. approved for liquefied 
petroleum gases, manufactured, mixed 
or natural gas. 





CONVERSION BURNERS and FLOOR FURNACES 
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California Representative . . . S. G. Higginbotham 
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which reduces high pressures to more effi- 
cient use by a secondary regulator. It will 
draw automatically on both cylinders when 
peak load is required, reverting to the service 
cylinder alone as the load decreases. This 
regulator is especially recommended for pilot 
light equipment and continuous burner service. 


“MR” is a single-stage multiple regulator BS 


“DBP” is a two-stage regulator designed for 
duplex service. In the first regulation stage vary- 
ing service cylinder pressures are reduced to 
15 pounds; in the second stage this 15 pounds 
is reduced to a uniform 11 inches water column 
pressure at the outlet. When the service cylinder 
is empty, the reserve cylinder automatically 
cuts in, the indicator hand moving from service 
to reserve to indicate the cylinder in operation. 





“BER” is designed as a primary or 
secondary unit equipped with internal 
relief valve which can be set to relieve 
at pressures from 25 to 35 inches water 
column. Normal outlet pressure of 11” 
water column is maintained. The valve 
mechanism is easily accessible through 
the inspection plug. 





“BP” is designed for smaller capacities 

é than the ‘’BKR.” It is a convenient and 
economical regulator for the low-volume 
consumer, and provides precision control of 
outlet pressures. 





Write for Bulletin 40. 
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METER COMPANY 
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Texas Men Set Up Program 
For Many Dealer Helps 


1i@ AFETY FIRST” was the sub- 
ject* of more than one ad- 
dress at the second annual conven- 
tion and trade show of the Texas 
Butane Dealers Association in Gal- 
veston from June 9 to 11, but dele- 
gates also heard experts on other 
subjects: public relations, the de- 
sirability of larger consumer stor- 
age tanks, ethics of the young in- 
dustry—and cost accounting. 

For nearly 650 members of 
liquefied petroleum dispensing or- 
ganizations, President J. H. Win- 
ton of the Winton Automatic Gas 
Co. in Beaumont had a forceful 
and original message. Speaking un- 
der the title, “Dealer Cost of Op- 
eration in the Butane Industry,” 


*First reported in the July issue of 
BUTANE-PROPANE News, 


he emphasized the need for a uni- 
form cost system. 

“The main cause of small busi- 
ness difficulty,” Mr. Winton said, 
“has been the faulty way the small 
businessman has organized and run 
his business. His worst faults in 
management have been the failure 
to set up detailed records of all 
activities; and the lack of a proper 
accounting system to give him im- 
portant knowledge of costs.” 

Mr. Winton then suggested the 
procedure for setting up a stand- 
ard method of ascertaining costs 
for the entire industry. According 
to his plan, a representative cost 
committee would be named and this 
committee would select an outside 
accounting agency to work with 
them. A survey would be made of 
the methods of keeping cost rec- 
ords by a sufficient variety of deal- 





1947-48 officers of Texas Butane Dealers Association, elected at the June convention in 


Galveston (left to right): 


W. M. Foster and Lyle Blanton, 


vice presidents; H. B. 


McDougal, secretary-treasurer; Gus Moos, president; Bryan White, executive committee; 
Raymond Woolf, vice president. 
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OFFICERS AND DIRECTORS, 
TEXAS BUTANE DEALERS 
ASSOCIATION 


President—Gus J. Moos, Austin. 


Vice Presidents—Lyle Blanton, Hereford; 
W. MM. Foster, Marshall; Raymond 
Woolf, Falfurrias, and R. W. Wright, 
Kerrville. 


Secretary-Treasurer—H. B. McDougal, San 
Antonio. 


New Directors—A. O. Mallory, Grand Sa- 
line: C. Scheidemantel, Houston; Odis H. 
Gray, Hillsboro; Fred Greenwood, Gaines- 
ville; J. E. Walling, Haskell; H. H. Hef- 
fernan, Lamesa, and Ray Noblitt, Clar- 
endon. 


Directors serving unexpired terms—Bill 
Leadbetter, Donna; Ira Anderson, Mc- 
Kinney; W. B. Martin, Wichita Falls; 
Alex Schubach, Bracketville, and Tom 
Cadenhead, Lubbock. 











ers to include all types and sizes. 

Once a uniform chart of expense 
accounts and an accounting manual 
are approved by the membership, 
it would be given to a sufficient 
number of representative firms for 
completion. A confidential central 
committee would be established to 
collect these charts and to assem- 
ble the information contained in 
them. 

The average costs for each type 
of operation in the industry would 
be compiled by the central agency 
from these figures. The resulting 
information would be sent to all 
dealers to use as they see fit. To 
keep the manual in line with cur- 
rent economic conditions, a stand- 
ing committee would be named to 
approve changes. 

“The benefits of such a uniform 
cost system,” Mr. Winton added, 
“are easily seen. Each of us would 








have a standard by which we could 
measure our expenses ... we could 
search for causes if the costs of 
delivering gas or buying material 
proved out of proportion with the 
average shown by all dealers.” 

There is more than one apparent 
advantage of Mr. Winton’s cost ac- 
counting system, already in use in 
131 other lines of business. The 
knowledge of actual costs would 
help to prevent price-cutting. Com- 
plete and accurate cost records 
would reveal the truth to dealers 
willing to compare them with aver- 
ages compiled by the industry. 

Standard cost records will also 
help retailers to plan for the fu- 
ture; for the replacement of worn 
out equipment. 

“Too many dealers have not given 
consideration to the costs which 
even the simplest of business oper- 
ations should take into account... 
a clear cut plan of operation would 
go far toward removing the charge 
that smaller business is poorly 
run.” 

Other benefits of uniform cost 
accounting stressed by Mr. Win- 
ton: (1) incentive goals would be 
set; (2) sales prices would be sta- 
bilized; (3) improved management 
would follow; (4) prestige for the 
industry would be increased. 

S. M. Apperson, sales manager 
of the Texas Public Service Co., 
Austin, also appealed for better 
business methods in the new indus- 
try. In his discussion entitled, 
“Duty and Obligation of the Deal- 
er to His Consumer,” he branched 
out on the topic of good public 
relations. 

While attaching most significance 
to consumer-drawing power of effi- 
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YOU’LL BE AHEAD 
AND STAY AHEAD 
WITH MONROE 





Built with FEATURES That 


Monroe —a truly outstanding gas heater that’s 
scientifically designed and ruggedly built to do 
an efficient, economical heating job anywhere! 
Packed with modern automatic features, beauti- 
fully styled and equipped with the famous 
GASMASTER BURNER —the “tailor-made” 
burner specially engineered and designed for each 
type of gas—natural, mixed or LPG. If you want 
to get ahead and stay ahead — remember the name 
MONROE. It’s the name you'll find on America’s 
finest-looking, fastest-selling gas heaters. Some 
exclusive franchises available. 


FAMOUS GASMASTER BURNER 







Here’s the secret of Mon- 
roe’s greater heating effi- 
ciency, its silent, odorless 
Operation and its lower gas consumption. The 
Gasmaster Burner is ruggedly built for years of 
trouble-free operation and engineered to operate 
economically on all gases. 


Yationally poduenrtised 





One of America’s Finest Line of 


GAS HEATERS 


Assure You of a Profitable FUTURE! 















{_ 








THESE OUTSTANDING MONROE 
FEATURES WILL HELP YOU 
CLINCH MORE GAS HEATER 


Sates! 


@ Dual Heat Exchangers — 
Twin heat exchangers squeeze 
all the heat from the air as it 
moves toward the flue. 


@ Patented Interior — Circu- 
lates clean, fresh-heated air 
evenly throughout the home. 


@ Axntomatic Lighting — Safe 
and convenient. Use only one 
match a season! 


© Warm-Flor Radiants ~Sci- 
entifically designed to pro- 
duce more infra-re1 heat and 
project it farther. 


MONROE OFFERS YOU A 
COMPLETE LINE FOR 
EVERY HEATING NEED 
WITH ALL GASES 


MONROE STOVE CO. * 3256 MILWAUKEE AVENUE * CHICAGO 18, ILLINOIS 
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cient service, Mr. Apperson was 
emphatic about the necessity for 
charging fair rates, for providing 
advertising in the form of home 
service bulletins, and for selling 
better equipment. 

On fair rates: 

“The one thing that tears down 
public relations most quickly is dis- 
crimination of rates.” 

On advertising: 

“Consumers must know and keep 
up to date on new uses and equip- 


ment your home _ service 
pamphlets are your best form of 
advertising.” 


On better equipment: 

“Selling appliances is a device for 
building load, but it should not be 
accomplished by selling inferior 
merchandise or merchandise not 
properly designed or adjusted to 
the use of the product . . . no ap- 
pliance should ever be connected 
in your customer’s home that is 
not equipped for butane or propane 
at the factory or for a complete 
change-over from natural to LP- 
Gas as recommended by the fac- 
tory.” 

In conclusion, Mr. Apperson 
warned that the electric industry 
is becoming increasingly aware of 
the possibilities of promotion. Be- 
cause of the competitive nature of 
the LP-Gas industry, however, he 
feels that it is best able to conduct 
aggressive public relations. 

For butane dealers who missed 
a great deal of sleep to answer 
emergency calls last winter, W. E. 
Fraley, president of Fraley and Co., 
Abilene, offered the school solu- 
tion: education of consumers to 
the use of larger storage tariks. 
“Let’s not be harassed at night 
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by the fearful, urgent calls of our 
customers who so many times work 
on our sympathies by telling us 
that they are completely out of gas 
... having a new baby... or that 
grandmother is very ill.” 

His form of relief for all con- 
cerned: (1) tank fabricators 
would find building larger tanks 
more profitable; (2) producers of 
butane and propane may store fuel 
in consumer’s tanks rather than 
install storage enough to balance 
a seasonal load; (3) a consuming 
public wouldn’t have to take the 
risk of running out of fuel on a 
chilly, winter night; (4) retail 
dealers would have less compli- 
cated delivery problems. 

Instruction in safety and proper 
installation practices was the sub- 
ject covered by H. B. Hightower, 
supervising engineer of the Trav- 
elers Insurance Co., Dallas. Acci- 
dents with transport and delivery 
trucks cause 65% of the loss in the 
LP-Gas industry, according to Mr. 
Hightower. He came to the Texas 
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convention provided with the an- 
swers. 
Causes of accidents: human fail- 


ure. 
(1) Drivers of LP-Gas transports and 
delivery trucks work too long without 
sufficient rest. 


(2) Driving too fast for road conditions, 
especially at night, is as bad as working 
long hours. : 

(3) Workmen who make improper con- 
nections, through carelessness and insuf- 
ficient training, at customer installations 
are prevalent. 


Causes of accidents: equipment 


failure. 
(1) Improper 
trucks, 
(2) Improper protection for liquid trans- 
fer pumps on trucks. 


mounting of tanks on 


Mr. Hightower urged delegates 
to assume active policies to stop 
accidents, to investigate for real 
causes of accidents, and to take 
corrective action. 
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His final recommendations for 
safe practices: 


(1) To make a complete survey of 
customer routes to see that all deliv- 
eries are made in the daytime and to 
make certain that drivers aren’t mak- 
ing too many calls. 

(2) To check transport hauls to see 
that schedules are not too long and 
too often. 

(3) To make certain that workers 
are capable; that they follow rules; 
that they have the proper attitude; 
that they are properly trained; and 
that they are physically suited. 


Two of the convention’s speakers 
talked ethics. Ray Noblitt, of the 
Noblitt Sales Co., Clarendon, em- 
phasized “Decency and Courtesy 
in the Industry.” President H. G. 
Wendland of the Wendland Manu- 
facturing Co., San Angelo, empha- 
sized this thought with his topic, 
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AMERICA’S FINEST 
on the basis of performance 


In trouble-free, reliable, fully automatic operation, 
DAY & NIGHT Water Heaters are front rank 
performers. And_ when it comes to engineering 

and exclusive economy features, DAY & NIGHTS 
are truly “America’s Finest” water heaters. 





Day & Night Butane appliances are exported by Anchor Oil Co., Houston, Texas 


DAY & NIGHT MANUFACTURING COMPANY 
Monrovia, California «+ One of the Dresser Industries 


AUGUST — 1947 107 








THE TREND IS TO 
METERED GAS 


VULCAN DIA PHRAGMS 


AND 
HELP INSURE 


ACCURATE METERING 





Meters and regulators for LP gas ‘need the 
special characteristics which only VULCAN 
diaphragms afford. 


Butane, propane and combinations of these 
gases tend to dry out and cause brittleness 
of leather diaphragms. This adversely af- 
fects accurate operation and causes costly 
replacement problems. 

VULCAN diaphragms are scientifically con- 
trolled manufactured products. These non- 
leather diaphragms are molded to required 
shape. They remain soft and flexible for 
years, yet they REQUIRE NO OILING. For 


meters, regulators and governors, insist on 


VULCAN diaphragms. 


PROOFING COMPANY 


FIRST AVENUE & 58th STREET © BROOKLYN 20, NEW YORK 
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“How a Fabricator Views His Re- 
sponsibility to a Dealer.” 

Both authorities acknowledged 
the need in the liquefied petroleum 
industry for a well-defined code of 
ethics. Both recognized that good 
service after proper installation is 
the moral right of the consumer. 

Mr. Noblitt’s first concern .. . 
“that unethical practices would 
make it necessary for state and 
national laws to be enacted that 
will hinder the industry.” 

Mr. Wendland’s .. . “that leaky 
tanks will not create confidence.” 


R.R. Commissioner Talks 


On the subject of “Rules and 
Regulations of the Texas Railroad 
Commission as they Apply to the 
LP-Gas Industry,” S. C. McIntosh, 
director of the gas utilities division 
of the commission, had this to say: 

“Tt has been necessary for the 
state to cancel a number of dealer’s 
licenses . . . mostly because they 
have not been able to obtain insur- 
ance. This is the result of lack of 
knowledge of the practices and the 
demands of the industry and the 
state.” 

A demonstration and _ lecture 
titled “Some Observations and Sug- 
gestions About Safety Practices in 
the Butane Industry” was given 
by G. M. Kintz, supervising engi- 
neer, and H. F. Browne, assistant, 
U.S. Bureau of Mines, Dallas. A 
movie film was presented through 
the courtesy of the Humble Oil & 
Refining Co., Houston. 

There were 31 manufacturers 
and fabricators who exhibited at 
the trade show. 
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Canadian LP-Gas Companies 
Plan Substantial Expansion 


In anticipation of sizeable undevel- 
oped markets, the liquefied petroleum 
gas industry continues to expand in 
Canada. 

City Gas & Electric Corp., Trois 
Rivieres, Quebec, plans substantial 
expansion in its liquefied gas opera- 
tions soon. Plans provide for instal- 
lations of bulk filling stations at var- 
ious points throughout the province, 
and from these points, a tank truck 
service will make deliveries to con- 
sumers. Home Gas Ltd., a new indus- 
try being started in Manitoba, plans 
to have its Brandon plant in opera- 
tion within a short time. 

Although in operation since 1931, 
the Trois Rivieres gas plant has only 
been providing service to customers 
with cylinders for the last year. The 
service has necessarily been limited 
because of difficulty in obtaining de- 
livery of cylinders. When they are 
available, it is anticipated that the 
company will have more than 600 in- 
stallations in operation. 

Home Gas, Ltd., has already start- 
ed setting up dealer operations in and 
around the cities of Manitoba, and 
is looking for branches in other prov- 
inces. The gas will be imported from 
the United States in tank cars. 

Three bulk plants, representing an 
entirely new undertaking, are being 
erected by Imperial Oil Limited at 
Maple, Stratford, and Carleton Place, 
Ont. 

The plants will be used for trans- 
ferring liquid propane from tank cars 
to bulk storage tanks to 100-pound 
cylinders for distribution, and will be 
entirely separate from the company’s 
other marketing activities. 

Equipment includes a 15,000-gallon 
pressure tank for liquid propane at 
each location, and it is expected the 
first bulk plant will be ready by 
July. 
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SVART SELLING 








VANISHING SHELF... 
Handy, step-saving util- 
ity shelf that really van- 
ishes when not in use! 





KOOL-KONTROL PANEL 
...Keeps top-burner 
gas cocks always cool. 
They never overheat! 


- 





GRILLEVATOR BROILER 
Visible, fast, finger-tip 
control makes broiling 
easier than frying. 


110 





TO THE FUTURE NOW! 


ANY WAY you look at it—design, exclusive features, 
performance or customer preference—the O'Keefe 
& Merritt Gas Range is the line to sell. For more 
than a Quarter Century, wherever they are sold, 
O’Keefe & Merritt Gas Ranges have been the 
choice of women who take pride in their cooking, 


O’KEEFE & MERRITT 





O'KEEFE & MERRITT CO. 


3700 East Olympic Blvd., Los Angeles 23, Calif. 
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Never Let a Customer Down! 


iw Birdsong Motor Co., of Carlisle, 
Ark., was a prosperous concern a 
decade before it entered the business 
of installing butane systems in 1935. 
This business combination is another 
chapter in the romance of rice and 
butane transforming a sodden wilder- 
ness into one of the most prosperous 
sections of the South — a section 
where, during the war, small towns 
would subscribe thousands of dollars 
of war bonds in a few hours. 

Here, indeed, rice and not cotton 
is king, and with the introduction of 
butane for rice drying plants, the 
prosperity of the region is pushed to 
wider perimeters as new farms are 
opened up. 

A. W. Birdsong, owner of the con- 
cern, incorporated his motor company 
in 1925 and added the butane business 
in anticipation of the coming demand 
for butane home and farm installa- 
tions. 

Joe Beaty, a son-in-law of Mr. Bird- 
song, is manager of the company and 
was in service in the Ordnance Sec- 
tion attached to the 390th Air Base 
Squadron. Mr. Beaty has been mana- 
ger only since January and has more 
calls for home installations than-the 
continued pipe shortage will allow him 
to fill. Mr. Beaty also owns a lumber 
business in Carlisle. 

They installed over 500 home plants 
between January and May, a heating 
plant for one church, poultry brooders 
and extensions to dairy barns. 

Mr. Beaty says the best business- 
getter is a satisfied customer; if Mrs. 
Smith is a satisfied customer she will 
sell her neighbor. And he makes it an 
unfaltering policy to keep all his cus- 
tomers as well satisfied with the after- 
service as with the initial installation. 

A man is kept constantly checking 
all plants and appliances of customers 
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to see that his butane installations 
are at all times at the peak of service. 

He keeps ads running in the local 
papers and finds that this brings in 
many new customers, keeps his busi- 
ness before the public, and inspires the 
buying urge to potential customers. 
Also, he and a promotion man are in 
the field most of the time, following 
up the advertising that has paved the 
way for sales. 

The tanks are all installed by the 
Arkansas Foundry Co., of Little Rock, 
and are serviced by Thad McCollum, 
of Stuttgart. 

Another hindrance the past year to 
installing more plants was the short- 
age of butane. Now that the shortage 
is being eliminated, Mr. Beaty sees a 
greater expansion to installations and 
says that the butane industry in this 
section is only in its infancy. 

Harold Milligan is in charge of 
service and installations in the field 
all the time. Mr. Milligan is assisted 
by Ray Kittler and Raymond Jordan, 
and their trucks are kept busy. Ray 
Nichols is office manager. 

This is the way Mr. Beaty sums 
up his sales strategy: “Give the first 
customer complete satisfaction with 
the installment and keep on giving 
satisfactory service and upkeep. Never 
let a customer down, thus keeping 
a solid rank of friends and boosters 
behind each new sale. Keep advertis- 
ing; keep potential customers consci- 
ous of the convenience and economy 
of a butane installation for the home 
and on the farm!” 








ECAUSE of its ambitious trade 

show features, the 1947 convention 
of the Oklahoma Liquefied Petroleum 
Gas Association, 
to be held in the 
Skirvin and Skir- 
vin Tower hotels 
at Oklahoma City, 
Sept. 7-10 inclu- 
sive, is expected 
to attract 750 del- 
egates and about 
40 exhibitors 
from the nine- 
states area, in- 
cluding and sur- 
rounding Okla- 
homa. President 
Francis Borelli 
will preside. 

Anticipating that the weather will 
still be warm, officers of the associa- 
tion have planned to accommodate 
the exhibits in the basement of the 
air-conditioned Skirvin Tower hotel. 

Starting on Sunday with a meeting 
of the recently organized Council of 
LP-Gas Associations and with ad- 
vanced registration, the program of 
the convention will move into full 
swing on Monday with the following 
addresses definitely scheduled: “Fu- 
ture of the LP-Gas Supply,” by vice 
president Howard Felt of the Warren 
Petroleum; “Selling in a Competitive 
Market,” Ralph W. Carney, sales man- 
ager, Coleman, Inc., Wichita, Kan.; 
and “Larger Consumer Storage,” by 
by H. R. Seacat, Emporia, Kan. Dis- 
cussions for the day will be led by 
J. O. Green, Seminole, and other lead- 
ers to be selected. 

On Tuesday, “Financing of LP-Gas 


FRANCIS BORELLI 


112 








Oklahomans Plan Second Convention 
And Trade Show Sept. 7-10 


By O. D. HALL 


” 


Operations,” will be the subject of an 
address at a noonday luncheon by 
Lloyd Judd, First National Bank of 
Ardmore, Okla. Other addresses sched- 
uled for that day will include: “Heat- 
ing, Hot Water and Ventilation Prob- 
lems,” by Howard H. Dean, Heating 
Research Corporation, Muncie, Ind.; a 
question - and - answer panel led by 
Frank De Larzelere, Tulsa, and “Pla- 
Nite” starting at 7:30 P.M. in the Sil- 
ver Glade Room, to include banquet, 
entertainment and dancing. 

A carburetion clinic, arranged by 
the carburetor companies, will feature 
the Wednesday morning session. At 
the final noonday luncheon, Don §&. 
Sharp, sales manager, Tappan Stove 
Co., will talk on, “The Excellency of 
LP-Gases and the Appliances Which 
Use Them.” 

A safety seminar is expected to 
hold the interest of the delegates 
Wednesday afternoon up to the ad- 
journment hour, set for 4:30 P.M. 
Subjects arranged for this session in- 
clude: “Changes in Pamphlet 58,” by 
John Knox Smith, recently appointed 
safety director, LPGA; “Value of Su- 
pervisory Training” (speaker to be 
named), and award of safety certifi- 
cates to Oklahoma drivers; ‘Magic of 
Fire” demonstration by U. S. Bureau 
of Mines, G. M. Kintz, supervisor. 

Addresses also have been scheduled 
on “Industrial -Possibilities of LP- 
Gas,” for Monday, and on “LP-Gas 
for Commercial Cooking” on Tuesday, 
but the speakers on these subjects 
are yet to be selected. 


BUTANE-PROPANE News 








pau 


led 
LP- 
Gas 
lay, 
acts 


lews 












HAVE GR 


The country oveg, thousands upon 
thousands of Joma 

Bottles and Spheres beaging the BUEHLER 
nameplate are further SM 


4 


N GUARDS 


4 


ic L.P.G. Tanks, 


ntified by strong, 


heavy fitting guards paiffged green. These 
marks are your assurance Of a tank well de- 
signed and well built, meef{%g in every way 
the API-ASME and AS safety codes. 


For over 27 years the name 
BUEHLER on tanks has 
been a symbol of quality 
— something you can 
count on, 
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BUEHLER 


TANK AND WELDING WORKS 


5000 Pacific Bivd. © Los Angeles 11, Calif. 
Telephone LAfayette 1114 
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T has jokingly been said a service- 

man. must be an animal trainer, 
philosopher, weather man, and what 
have you. What is the it that makes 
a good serviceman? 

A few years ago I was instructed 
to break in a new employe. John, 
as we shall call him, was a good 
mechanic. He had 10 years’ experi- 
ence in our particular service and 
was likable enough. However, he 
had one fault. Before a customer 
could describe her complaint fully 
he would cut her short and snap, 
“T know, Lady, I know!” 

I am sure you would not like to 
be interrupted every time you tried 
to explain some detail. Suppose you 
do know the answer—be courteous 
enough to hear the customer out. 
If you are asked to explain a de- 
tail, explain it; don’t say in a curt 
voice, “That’s what I get paid for 
knowing!” 


Don’t Lecture On Yourself 


After you have answered the 
question, continue about your busi- 
ness. Don’t keep on talking. You are 
there to do a job. Don’t be like 
“Talkative Joe” who felt he had to 
discuss his private life, what he 
would do were he so-and-so, and 
then wind up by stating how the 
customer could improve his home. 
One of the best mechanics I. knew 
found it difficult to hold his posi- 
tion because he was forever dis- 
cussing company business. Don’t do 
it. It doesn’t pay off. 
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Be Diplomatic, Mr. Serviceman! 


BY JAMES D. HAINGE 
Philgas Co., Niantic, Connecticut 





Mrs. Robinson was badly burned 
while attempting to light her ‘gas 
range. The accident was investigat- 
ed, the range temporarily repaired, 
and necessary replacements were 
placed on order. These replacements 
arrived a few weeks later and were 
installed. 

The case should have ended there 
but it didn’t. The serviceman after 
installing the new parts, detegted 
through his manometer a slight 
seepage of gas. The seepage was so 
minute it could not be located and 
this fact the serviceman called to 
the attention of Mrs. Robinson, 
stating there was nothing to worry 
over; it was quite all right. to use 
the range. 

Mrs. Robinson made no comment 
until after the serviceman. had de- 
parted; then the telephone sizzled! 
The company the serviceman repre- 
sented were to send down another 
man immediately. She demanded to 
know why she should be expected 
to use a gas range that still leaked; 
didn’t the company realize what she 
had endured when the range had 
burst into flames, and if they did 
not take immediate action she 
would sue. 

Consequently, if you think a dan- 
gerous condition exists eliminate it. 
If the condition doesn’t warrant too 
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THE SATURDAY FVENING 


Frankly, our own success story sometimes amazes 
even us. It had to happen, but we had no idea that 
so many people would find out so quickly what 
we've known all along—that only the unique Dear- 
born line offered the revolutionary features the pub- 
lic really wanted and hoped for in a gas heater. But 
find it out they did . . . and they put cash on the line 
to prove it! 

Now we're plowing a lot of that cash back into the 
Dearborn line, to put the Dearborn before new mil- 
lions of people. For a big start, this full-color, full- 
page ad in the Saturday Evening Post—the biggest 
gun in advertising today—will reach eleven million 
people. On the heels of this (which to our knowl- 
edge is the first full-color, full-page gas space heater 
ad ever run in the Post) will follow a bang-up six 
months’ campaign of consumer advertising—which 
will send a lot more heater hunters to Dearborn 
dealers, 


We're laying it on the line—don’t miss getting your 
share of the results. 


AUGUST — 1947 





STOVE COMPANY 
0 West Commerce ye i 


BRANCH OFFICES: Suite 1490 Merchandise Mart, Chicago 
3625 South Grand Avenue, Los Angeles 











much thought, for goodness’ sake, 
keep it to yourself. 

I am sure you all agree that a 
serviceman must be tactful in han- 
dling persons generally. In refer- 
ence to this subject, I would like to 





recall the story of Tim Collins, who 
not long ago received a work order 
from his company declaring a cus- 
tomer was having considerable 
trouble with her refrigerator. This 
was an old complaint and a number 
.of servicemen had been sent to this 
home without much success. 

May I turn back the hands of 
time to where Tim has just arrived 
at his destination? 

e 

“Gas man! Gas man!” Tim called 
and knocked on the door. It never 
failed, he thought, customer com- 
plains —company sends man out — 
what happens No answer! Again, 
more vigorously this time, he pounded 
the door. Well, he thought, I'll call 
once more: “Gas ma—” Tim was in- 
terrupted by a tired voice floating 
down from an upper window. 

“One minute, gas man, I’m coming 
right down.” 

Within a few minutes the door 
opened. 
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“I’m from the gas company, ma- 
dame,” drawled Tim. “I believe you 
complained of having trouble with 
your refrigerator. Is that right?” 

“Why, yes. But my, that’s quick 
service. Won’t you come in?” 

Now, isn’t that a bright question, 
Tim thought, and stepped inside. 

“Yes,” she continued, “I can’t un- 
derstand what is wrong. Every time 
the refrigerator door is opened an 
earthy odor of gas escapes. It really 
frightens me. I know it is gas even 
though other servicemen have told 
me there isn’t any leakage. Why, it 
smells just like rotten eggs!” 

She doesn’t have to say another 
word, Tim thought. The gas refriger- 
ator does not contain a refrigerant 
giving off the odor of rotten eggs. 
She continued: “I’ve had man after 
man come here and tell me the same 
old story: no leakage! Will you call 
me when you are finished?” With 
that she walked off. 

Tim proceeded to check and, as ex- 
pected, found nothing mechanically 
wrong. There wasn’t any doubt about 
the odor. The refrigerator reeked! 
Searching all nooks and corners, Tim 
finally put his hand behind the freez- 
ing coil and — whoosh! something 
oozed up and clung to his fingers. 
Withdrawing his hand he examined 
it: soft, yellowish-colored matter fell 
away. Could it be what he thought? 
Tim sniffed it—rancid butter, believe 
it or not; stinking, rotten butter! 

Well, a little warm water and soap 
soon eliminated cause of odor. That 
was simple, but what to tell the lady? 
Tim thought for a moment. Should 
he say rancid butter had been the 
cause of said odor, and the refriger- 
ator should be kept cleaner? Sure, 
that would be wonderful! Tim could 
see himself beating a hasty retreat; 
encouraged, possibly, by a rolling pin. 
He made up his mind. 

“Madame!” Tim called. He heard her 
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DIVISION ROBERTSHAW THERMOSTAT CO. 
LYNWOOD, CALIFORNIA 





coming down the hall. “Everything 
is well in hand!” 

“You say you have fixed it? What 
was the trouble? Was I right? There 
was a gas leak, wasn’t there?” 

“Yes, madame, you were absolutely 


right,” Tim smiled. “The freezing 
coils were giving off the odor that 
you noticed. I have remedied the trou- 
ble, however, and I am sure you will 
have no further complaint.” 

“That’s grand! How much do I owe 
you?” 

“One dollar and fifty cents, which 
is the labor charge, madame.” 

“Here you are — and thank you 
again.” 

“Thank you, madame, and if you 
have any further trouble you will, of 
course, let us know. Bye now—” 

te 

Were you Tim, would you have 
handled the complaint as he did? If 
not, how would you have acted? 
Common knowledge tells us that all 
customers cannot be dealt with as 
Tim dealt with his particular case. 
The fact is that what he did might 
be questionable; however, he was 
tactful and all servicemen should 
practice the art of tact—that is not 
questionable. 

Lastly, we have cleanliness. You 


can keep clean. The average home 
doesn’t welcome dirt whether it 
comes through the back door or the 
front. Consequently, don’t make 
your daily rounds in ragged, dirty, 
greasy clothes and don’t be afraid 
to use a little soap on your hands, 
After you have completed your 
work, clean the appliance you were 
working on and leave all ship- 
shape. Remember, it is a_ point 
gained for both you and your con- 
pany when you keep yourself clean 
and neat. 

You can be successful if you only 
remember to be cheerful, courteous, 
patient, sensible, and above all— 
tactful. 

€ 

“Any reference or allusion to any 
living person in this article is purely 
coincidental.” 


Louisiana's Gas Commission's 
Service School Meets Aug. 27 


Louisiana Liquefied Petroleum Gas 
Commission, in the interest of ac- 
quainting LP-Gas dealers with the 
best industry practices, will hold its 
second annual service school at the 


Louisiana State University, Baton 
Rouge, Aug. 27-29. Allen Hall is the 
building in which the classes will be 
held and the course is made possible 
through the courtesy of the Universi- 
ty administration. 

Members of the Commission are 
William J. Fischer, chairman; Lewin 
N. Semon, vice chairman; Wade 0. 
Martin, secretary, and W. U. Moss, di- 
rector. 

A similar service school held last 
year was highly successful in aiding 
dealers in many of their service prob- 
lems and in the promotion of greater 
safety within the industry. 
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bona Values 1 


- Again the leader holds the line on prices— 


gives you amazing value .for your money! 


GARLAND 
Counter Griddie No. 224-2 









ea 


gr 


No. 230. Has 18%" x 30” griddle, two open top 
burners, black japan finish. No. 230-2 in stain- 


Only the leader Can 
give such value at the 





less steel. Price. F, eatur, 
e 
No. 224. Has 18%" x 24” griddle, two open top ture ; by fea- 
urners, black japan finish. No. £ quality Considered 
224-2 in stainless steel. —has no a 
No. 130. Has 18%" x 30” griddle eS equal today 
only, black japan finish. No. 130-2 vailable for manuf. 
in stainless steel. tured, s ac 
sitet ie nee: | ee 
only, black japan finish. No. - : 
in stainless steel. : your Garland 


GARLAND ©" 


Heavy Duty Ranges ¢ Restaurant Ranges + Broilers + Deep Fat Pryers * Toseters 
Roasting Ovens * Griddles « All Types of Commercial! Cooking Equipment 


_ PRODUCTS OF DETROIT-MICHIGAN STOVE CO., DETROIT 31, MICHIGAN 
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NEW PRODUCTS 








Fryer 


Super-Chef Manufacturing Co., 1 
Main St., Houston 2, Texas. 


Model: 14-S Super-Chef Fryer. 


Description: This model is a cabinet 
unit with a fryer container capacity 
of 22 lb., and a “Fat Mizer” capacity 
of 4 lb., 6% lb. or 9% lb. The correct 
sediment chamber is available with 
any model and will safely hold and 
keep cold all the sediment from a 
day’s frying operation, according to 
the manufacturer. The lower tempera- 
ture prevents break down of the fry- 
ing fat, strains the fat as the fryer 
operates and permits fat containing 
sediment to be drawn off separately 
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from frying fat for continuous, unin- 
terrupted frying. 

The various sizes of the fryer, itself, 
together with the many sizes of the 
“Fat Mizer” make it possible to obtain 
the fryer suited to an operator’s indi- 
vidual needs. 

The fryers are built for use with 
LP-Gas and are factory equipped with 
automatic safety pilot lighter and 
safety cut-off valve. Prompt shipments 
are being made from the company’s 
Erie, Pa., factory. 


Commercial Oven 


G. S. Blodgett Co., Inc., Burlington, 
Vermont. 


Model: 900 series. 


Description: A series of sectional 
gas-fired baking, roasting, and general 
food cookery ovens in which rust- 
proof, corrosion-resistant No. 35 Mo- 
nel metal is used are available to Blod- 
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gett customers. The new fabrication 
is employed for both external and in- 
ternal construction; all interior sur- 
faces and parts subject to corrosion 
are of No. 35 Monel. 

All 22 models of the Blodgett 900 
series will use Monel construction as 
well as the standard steel finish. Im- 
pervious to rust and to ordinary acids, 
Monel is in keeping with the trend to- 
ward beauty in commercial and insti- 
tutional kitchens and bakeshops. 





Rear view of Empire floor furnace, 
showing service and vent connections, 
recessed. 


Gas Floor Furnace 


Empire Stove Co., Belleville, Ill. 


Description: Many new innovations 
have been introduced, including a new 
burner which is non-clogging with 
100% primary air injection, and 
which requires no adjustments after 
installation. The nature and construc- 
tion of the burner enable it to con- 
sume all dust, dirt and lint. The con- 
trol housing permits any required ad- 
Justments to be done quickly and 
conveniently from the side of the 
unit. The recessed control housing 
also provides complete protection to 


AUGUST — 1947 












The Empire gas burner mounted on 
furnace bottom. Smooth, concave bot- 
tom favorably controls circulation. 


controls in transit and on the job. 

A new lighter door has been de- 
veloped. A heavy cast iron weight 
with bevelled edges seals itself in a 
flanged opening in the top of the steel 
combustion chamber, impervious to 
“freezing” from gases or acids. 

The inner shell of the furnace is 
insulated by a constant movement of 
air through the walls, assuring the 
greatest heating efficiency. The en- 
tire line of Empire furnaces meets all 
recent requirements for approval by 
the American Gas Association. 


Wheel Tool 


T. E. D. Corp., 928 S. Flower St., 
Los Angeles 15. 

Application: This “Easy-Lift” wheel 
tool has been developed for the car 
tool kit to lever-lift the wheel into 
the proper position so that the lug 
bolts drop into place. 

Three simple steps should be fol- 
lowed when using the tool: 

1. Insert both prongs through the 
two bottom holes of the wheel. 

2. Place the grooved prong ends 
over the tips of the two bottom lugs 
on the brake drum. 

3. Lift handle until wheel drops 
into place on the upper lug bolts. 

Description: Designed for use 
with either a lug or bolt-hole type 
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drum, the prong shaped tool is 
equipped with a clamp for adjusting 
the space between the prongs so they 
can be made to slide freely through 
the holes of any automobile wheel. 





Central Heating System 
Norman Products Co., 1150 Chesa- 
peake Ave., Columbus, Ohio. — 
Model: “Southerner 101.” 


Application: The “Southerner 101” 
is specifically designed for temperate 
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climates, but it has several all-climate 
applications. It is particularly adap- 
table for heating service-station rest- 
rooms and offices, small homes, sum- 
mer cottages, small plant buildings, 
garages, trailers, and spot type heat- 
ing. 

Description: This new, automatic, 
forced-air furnace is installed in the 
attic or under the floor. It can be 
vented to an existing chimney or with 
an outside stack. 

Construction details include a slot- 
ted immersion burner for combustion 
and heat distribution; a heavy gauge 
electrically welded steel combustion 
chamber which is assembled with cast 
iron headers; multiple flat tubes as 
heating surfaces; and a balanced pro- 
peller and a mounted motor to provide 
forced air circulation. 

While specifically designed for LP- 
Gas, it may be used with other type 
gases. 

Model numbers and sizes are: FU-30 
—11” x 15” x 29”; 22,500 Btu. FU-55 
and FA-55—11” x 15” x 40”; 41,250 
Btu. 


Tube Fitting 
Brockway Co., Naugatuck, Conn. 
Model: Uniflare. 


Application: May be used with tub- 
ing of various metals, including cop- 
per, aluminum, monel, plastic, “Bundy- 
weld” and other varieties of steel, 
within a wide range of wall thickness. 

Description: This two-piece, com- 
plete self-flaring tube fitting embodies 
all the advantages of both compres- 
sion fittings and flared fittings, with 
none of the usual disadvantages of 
either, according to the manufacturer. 

Plain end tubing is inserted in the 
fitting and made up in the conven- 
tional manner. The tube is self-ex- 
truded and self - flared by simple 


BUTANE-PROPANE News 














late 
lap- 
est- 


um- 
ngs, 
eat- 


atic, 

the 
. be 
with 


slot- 
tion 
Auge 
stion 
cast 
3 as 
pro- 
vide 


type 


U-30 
U-55 
1250 


tub- 
cop- 
indy- 
steel, 
ness. 
com- 
odies 
pres- 
with 
s of 


urer. 
1 the 
iven- 
f-ex- 
imple 














FRANCHISED DISTRIBUTORSHIPS 





NOW AVAILABLE 
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Here’s your opportunity to sell the complete 


Heatway appliance line in an exclusive 
protected territory! 


HE COUPON on the bottom of this 

page may be the real chance 
you've been waiting for. A chance 
to build a solid money-making future 
around a big, profitable line of 
heating products that you, and you 
alone, can distribute throughout a 
large protected territory! _ 

Heatway is the brand that stands 
for new engineering design, better 
product features, smart styling, ag- 
gressive promotion and advertising 
...and millions of dollars in factory 
and production facilities. 

A Heatway franchise gives you a 
complete line of heating products 
from one giant source. You get warm 
air furnaces, stokers, winter air con- 
ditioners, console heaters, floor fur- 
naces, oil burners, blowers—in all 
sizes... for all fuels. 

You can order assortments of mer- 
chandise and get a 5% discount on 


HEATWAY 


Home Heating Appliances 


every carload lot. Because you pur- 
chase from one source, you get this 
big, easy margin. 

You get national advertising sup- 
port that pays off in local sales... 
and get an additional 2% advertising 
allowance on earned invoices. 

You can attract dealers with the 
Heatway Floor-Finance plan that 
permits them to stock a full line of 
appliances with only a 10% cash in- 
vestment. 

Yes—we have a great proposition 
for the right man. Let’s discuss it. 
Just mail the coupon today. 











HEATWAY 

Dept. H-B13 

20 West 43rd Street 

New York, N. Y. 
I'll listen to your proposition. 
No obligation, of course. 





Firm_ Ee a ee ae 


Address_ 








City State 














wrench action during the makeup. The 
fitting is so designed that the nut, 
body and thrust collar combine to pro- 
duce the same smooth positive action 
as an extrusion press—the thrust col- 
lar shearing from the nut when 
wrench pressure is applied. 

Uniflare is made in sizes from \% in. 
to % in., in all the usual commercial 
shapes. 


Gas Heater 


McCulloch Motors Corp., Los An- 
geles 45. 


Model: No. M-70 “Haylo.” 


Description: The “Haylo” gas heater, 
styled for modern homes and apart- 
ments, is now available in production 
quantities. Built entirely of high-pres- 
sure, aluminum-alloy die-castings, it 
is said to be rustproof and dentproof 
by its manufacturers. The heater is 
finished in a soft, brown glaze. The 
interior is the natural color of the 
heat-resistant aluminum alloy, which 
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increases radiant-heating effective. 
ness. Efficient heating by convection 
is obtained through a modern louvered 
frame. 

The capacity of the M-70 unvented 
heater, as approved by the American 
Gas Association, is 6000 Btu with na- 
tural, manufactured, or LP-Gas. This 
size has been determined by the manv- 
facturers to be of year-round useful- 
ness, because of its economy, in bath- 
rooms, small apartments, nurseries, 
recreation rooms, kitchens, bedrooms, 
and so forth. 

Dimensions are 11% inches high; 
6 inches wide; 12 inches long. Weight 
is 4% lbs., complete with valve. 





Hays Catalog Available 


- The Hays Manufacturing Co., Erie, 
Pa., has issued a new catalog which 
illustrates the complete line of the 
company’s products. Specialists in 
double seal copper tube fittings and 
shut-off stops, Hays offers adaptor 
couplings, elbows, tees, union coup- 
lings, gas stops, and multiple cylinder 
installations tested and approved by 
Underwriters’ Laboratories, Inc. 
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Cirklair 
LOWBOYS 


e 16,000 to 24,000 
B. 2 U. Sizes 













Modernly styled. 


No Other Heater nnd 


under FHA Title } 
and V 


Can Use The Exclusive and - £:,+. -»---< 
Patented Cirk/air Features 


Back of the radiants of a Cirklair Heater are multiple ducts of a 
patented design. Air flowing through these ducts picks up heat, rises 
and flows to all parts of a room. This is.a functional operation, not 
mechanical. This constant flowing of air to and from every part of a 
room prevents excessive heat wastefully stacking up at the ceiling— 
pulls cold air off the floor replacing it with heated air, completely 
eliminating uncomfortable cold floors. Open cherry radiants provide 
quick heat. 


Ask Us For the Facts About Cirklair, 
and Your Sales and Profit Opportunity. 
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You can sell more of Cirklair Heaters, both portable and inset 
models, because you have more proven features to sell. You have no 
competition because no other gas heater renders equally satisfactory 
and economical heating performance. Write today for the Cirklair. 
Plan. 


CIRKLAIR PRODUCTS DIVISION 


THE FOLSOM COMPANY 
3106 Oak Lane "Since 1909" Dallas 1, Texas 
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NBPA To Elect 
New Directors 





AS MANY as 58 directors may be 

elected at the coming annual con- 
vention and trade exhibit of the Na- 
tional Butane-Propane Association to 
be held at the Jefferson hotel, St. 
Louis, Sept. 15-17. 

Provision is made for one director 
from each state and for one diretcor 
from each of the 10 districts. The 10 
districts have been created since the 
1946 meeting and they supersede the 
seven districts into which the United 
States was formerly divided. 

The current distribution of districts 
is shown on the accompanying map. 

Under the new plan adopted by the 
members for reelecting approximately 
one-third of the directors each year, 
districts 1, 2, 3, and 4 will elect direc- 





tors for three-year terms. Districts 
5, 6, and 7 and the states therein will 
elect directors for two years, while 
districts 8, 9, and 10 will elect direc- 
tors for one-year terms. 

As the plan becomes established 
over the next three years, directors 
will be elected for three-year terms 
with only one-third of the board sub- 
ject to election in any one year. 


New Mexico Dealers Will Meet 
In Albuquerque August 28-29 


The New Mexico Liquefied Petro- 
leum Gas Association will hold a con- 
vention and trade show at the Hilton 
hotel in Albuquerque, Aug. 28-29, 
Program arrangements are under the 
direction of W. F. Kite, who is also 
vice president of the association. 

Those planning to attend should 
make reservations at the Hilton hotel 
as early as possible. 


NATIONAL BUTANE-PROPANE ASSOCIATION - DISTRICTS 
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Bryant H3-Flo Blowers provide a smooth 
flow of air for any application in which 
low-pressure air is needed to aid com- 
bustion. They are made in several 
pressure ranges: 16 to 18-ounce for 
heavy-duty devices; 4 or 5-ounce for 
use where combustion requires only a 
few ounces of pressure, and a 12-ounce 
series for intermediate applications. 

Hi-Flo Blowers are single-stage, 
direct-connected, constant speed cen- 
trifugal machines with aluminum hous- 
ings, bases and side plates and a 
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simplified lightweight impeller. There 


are seven outlet positions, easily- 
changed in the field. Hi-Flo Blowers 
feature flanged outlet connections which 
eliminate unions in air headers; con- 
stant pressure throughout the entire 
range of capacity; and economy because 
power requirements vary in direct pro- 
portion to actual amount of air used. 
Write Industrial Division, Bryant 
Heater Company, 1020 London Road, 
Cleveland 10, Ohio. One of the Dresser 
Industries. 





Tulsa “U" Instructors 
Chosen from Industry 


pet and tentative program for 

the 1947 LP-Gas Appliance Short 
Course at the University of Tulsa, 
Okla., have been announced by Dr. 
F. T. Gardner, director. 

The school will be held Sept. 3-5 in 
Kendall Hall on the University cam- 
pus. Subjects to be included in morn- 
ing session are: Customer Relations, 
Proper Installation Principles, Prop- 
erties of LP-Gas, Principles of Proper 
Venting, Filling of Customers’ Sys- 
tems, Combustion Principles, Unload- 
ing Procedures for Tank Cars and 
Tank Trucks, LP-Gas Floor Furnaces 
and Future of the LP-Gas Industry. 

Subjects to be discussed and demon- 
strated at specialized afternoon ses- 





sions (repeated each afternoon) jn. 
clude: Burner Adjustment, LP-Gas 
Refrigeration, Water Heaters, Care of 
Thermostats, Cylinder Te.ting, Caleu- 
lation of Heating Requirements, Au- 
tomatic Control Valves and Selection 
of Proper Equipment to Meet Con- 
sumers’ Needs. 

Speakers and instructors will be 
chosen principally from the LP-Gas 
industry. Afternoon instruction classes 
will be divided into small groups in or- 
der to make possible maximum use 
of demonstration material, including 
cutaway models, charts, and appli- 
ances, 

The short course is offered by the 
College of Petroleum Sciences and 
Engineering of the University, aided 
by an advisory committee composed 
of: G. W. Bach, Skelgas Division, 
Skelly Oil Co., Kansas City, Mo,; 
G. L. Brennan, Warren Petroleum 
Corp., Tulsa, Okla.; R. J. Coughlin, 
Westland Oil Co., Minot, N. D.; F.N. 





The Waite Phillips building where University of Tulsa short course on LP-Gas will be 
held in September. 
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"ALL-WELDED 
TANK CARS | 
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tributing factor to the dependability and 
strength of Q.C.£- tank cars. Production 
welding, as developed at (C.F, is a 
modern. method of fabrication... involy- 
ing precision fitting, exacting test pro- 
cedures and x-ray of seams... providing 
that added measure of safety. 
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Havens, Union LP-Gas Systems, In- 
dependence, Kan.; Henry W. Holifield, 
Fowler Butane Gas.Co., Inc., Hatties- 
burg, Miss..; William F. Lowe, secre- 
tary, Natural Gasoline Association of 
America, Tulsa, Okla.; K. W. Rugh, 
Phillips Petroleum Co., Bartlesville, 
Okla.; Charles Russell, Thermogas 
Corp., Des Moines, Iowa; A. T, Scher- 
er, Sinclair Prairie Oil Co., Tulsa, 
Okla.; and Howard D. White, Lique- 
fied Petroleum Gas Association, Chi- 
cago. 


Visalia, Calif., Dealer Boosts 
Storage 600% in 10 Years 


For a clientele 95% composed of 
domestic users, G. W. Hayes, of the 
Visalia Appliance Co., started out with 
a 3000-gal. butane storage tank and a 
truck in 19386 in Hanford, Calif. He 
is now using 18,000 gals of storage 
and five trucks to supply Hanford and 
nearby Vi-alia with butane. He buys 
his fuel from the American Liquid 
Gas Corp., Los Angeles. 

Mr. Hayes hauls his butane into the 
distribution area from Kettleman 
Hills, which is 50 miles from Hanford 
and 70 miles from Visalia. Two deliv- 


ery trucks serve each of the towns, 
and the fifth is to be in reserve to 
handle the winter load. 

The storage space of the company 
is also split. Eight thousand gallons 
are in Hanford, while 10,000 gals. are 
in Visalia. 


Montana Dealers Name Date 
For Annual Meeting 


Members of the Montana LP-Gas 
Association met at the Northern hotel 
in Billings on June 2. President 
Harold Gerke presided. 

State-wide problems concerning all 
dealers were informally discussed and 
the date for the annual meeting was 
set for next Nov. 17, according to 
D. O. Mecklenburg, secretary. 

The following attended the June 
meeting: 

From Billings—Fred Starner, L. D. 
Williams, Thomas Breen, Don Ever- 
son, Morris Rudio, Sam E. McDonald, 
H. E. Gerke, John Beal, L. B. Talgo, 
and D. O. Mecklenburg. From Cut 
Bank—Robert E. Lee, S. W. Suther, 
Wilfred Nadeau. From Great Falls— 
N. C. Johns, Fred Jones. From Wolf 
Point—A. G. Freeman. From Butte— 
George Steele. 





George Hays beside one of his four delivery trucks; at his-office desk in Visalia, Calif., 
and at his 18,000-gal. storage plant. 
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POWER 


8 pony lone three-quarters of a 
city block in the heart of Port- 
land’s east side business district, 
Burns Brothers have opened the larg- 
est truck fuel servicing establishment 
in the Pacific Northwest. Located be- 
tween Union and Grand Ave., Alder 
and Washington St., this Standard Oil 
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Pattern for a Super-Station 


truck station is surrounded by many 
truck terminal depots. North and 
south bound, through trucklines trav- 
eling 99E will pass the location. 

The construction. embodies several 
new and unique features which will 
be of particular advantage to large 
truck and trailer units. Unlike the con- 
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The Burns brothers—Jack and Bob—have designed a service station in Portland, Ore., 
that meets every automotive need—including those of butane-burning trucks and cars. 
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R. E. BURNS 


J. H. BURNS 


ventional. service station, this unit 
has no covered canopys, permitting 
access by all vehicles regardless of 
height. Installed between the main 
service building and fuel dispensing 
pumps is a highway scale, 60 feet 
long, capable of weighing up to 50 
tons, the largest highway scales in the 
Northwest. 

Each of the six fuel dispensers on 
the Union Ave. side has six exten- 
sion units, making it possible to pump 
fuel from each unit. Fuel dispensers 
are also installed on the Washington 
St. side and on the inside of the 
lubrication building. A 70-foot grease 
pit enables attendants to service the 
largest trucks in use from hoses con- 
nected to central force lubrication 
equipment. The conventional hoist is 
also available for lubrication of smal- 
ler, lighter trucks and cars. Other 
deviations include a waiting room and 
shower bath facilities for truck driv- 
er’s convenience while trucks are be- 
ing serviced. 


Give 24-Hour Service 


The entire surface is paved and pro- 
vides one-half block for parking of 
trucks. The building is fireproof 
throughout and so arranged to pro- 
vide for the best of service and great- 


AUGUST — 1947 





est safety and convenience to custom- 
ers. Service will be provided 24 hours 
of the day. The entire yard service is 
flood lighted. 

In addition to truck facilities, the 
station is equipped to render every 
automobile need common to service 
stations. A full line of truck and car 
accessories, tires and batteries will be 
stocked. Ten fuel pumps, six of which 
are three-position units, will serve 
diesel fuel, automotive diesel fuel and 
butane fuel in addition to Chevron 
Supreme and Chevron gasoline. 

Units of this nature for the purpose 
of serving large commercial trucks 
have been in existence in Los An- 
geles, San Francisco, Sacramento and 
Redding, California, for some time. 
This is the first completely modern 
truck station with expanded facili- 
ties to be built in the Pacific North- 
west. 


Dynamometers Test 
To 1000 Horsepower 


The accompanying photograph 
shows part of the test lab of the 
American Liquid Gas Corp., Los An- 
geles, with engines being tested on 
the two dynamometers. Complete tests 
may be made on this equipment up 
to 1000 horsepower. Elaborate tests 
and experiments are being conducted 
on all types of engines so that com- 
plete operating data may be fur- 
nished to factory engineers, and to 
dealers and users throughout the 
country, as well. 

Useful information has aready been 
acquired as to various compression 
ratios, their effect on fuel economy 
and horsepower output, and the ef- 
fects secured by special manifolding. 
One of the important features con- 
nected with propane-butane operation 
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Engine testing laboratories of American Liquid Gas Corp., Los Angeles. 


of the engines is the outstanding 
effect to the constant flow of fuel to 
the carburetors. 

It has been found that if the sec- 
ondary regulating mechanism of the 
convertor does not maintain a con- 
stant flow of gas at predetermined 
pressures to the engine, carburetion 
adjustment, fuel economy, and horse- 
power output may vary over a wide 
range. 

Also, the variation in fuel pressure 
often results in such poor fuel-air 
mixtures that excessive temperatures 
are developed in the engine, which, in 
turn, results in burnt valves, piston 
failure and other severe injuries to 
the engine. 

It will be noted that attached to 
one of the dynamometers in the ac- 
companying photograph is an Allison 
engine. This war-time equipment is 
being converted into low speed power 
units, which enable industries to 
utilize war equipment to good advan- 
tage. 
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Butane Volume Increases 
Against Diesel Competition 


Specialized Diesel Engineering, lo- 
cated on Highway 99 south of Sacra- 
mento, Calif., is an organization that 
caters to the trucking trade. 

The company has been in this type 
of business in the general vicinity of 
Sacramento for many years. It has 
been its policy to offer every type of 
service, large or small, to the local 
truckers. 

Following this policy, H. C. Hout- 
man, owner of the organization, de- 
cided that the new filling station he 
constructed about one and a half years 
ago should include butane as one of 
the fuels available to truckers. 

His new plant has a 12,000-gal. bu- 
tane storage tank. A dispensing unit 
was placed on the fuel island along 
with dispensers for gasoline and die- 
sel oil. It has been operating continu- 
ously since installed and accounts for 
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ANO HER LPG LOAD BUILDER! 


builders. Gins-Propane (LPG) is the finest motor fuel for 
these services if properly carburetted for good combustion. 

For dependable engine performance day in and doy 
out—for low cost operation and maintenance—Ensign car- 
buretion is recognized in the field as the best equipment 
available. Ensign users benefit everyday from the experi- 
énce we have gained in over 36 years of carburetor 
building. 

All leading makes of gas engines are easily equipped _ 
with Ensign Butane-Propane vaporizers, regulators - 1 
carburetors. Write us for complete information. 


ENS/GWN careuretor COMPANY 


7010 S. ALAMEDA STREET @ P.O. BOX 229 ¢ HUNTINGTON PARK, CALIF. 
Branch Factory: 2330 West 58th St., Chicago 36, Minois : 
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STRAINER 


(Filter) 


For removing dirt, water or other 
foreign matter from LP Gas liquid 
lines supplying ENGINES or DO- 
MESTIC STOVES, HEATERS, ETC. 





Line Strainer 
This Line Strainer is important for 
use with butane or propane car- 
buretion units in that it keeps tank 
scale and other foreign matter away 
from converter valves. This cuts 
down repairs, improves efficiency, 
gives longer life. They are easily 
cleaned by opening bottom pet 
cock, 
20 years manufacturing 
butane-propane carburetion 
equipment 


Century Gas Equipment Co. 
11188 Long Beach Boulevard, 
Lynwood, California 
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Gasoline, diesel fuel and LP-Gas (center) 
dispensing units of Specialized Diesel En- 
gineering, Sacramento, Calif. 


a big share of the filling station’s 
daily business. 

Mr. Houtman states that butane 
sales have been on the increase since 
his first week of operation. In time, 
he expects them to surpass diesel. 
According to the trend of his business, 
more and more trucks are being con- 
verted to use butane. 


Factory-Made Engines Big Help 


One of the biggest helps butane has 
received in many years has been the 
introduction to the market of the new 
Hall-Scott engines designed especially 
for butane operation. They have really 
given butane a chance to compete 
with diesel engines. 

Another importance phase of Mr. 
Houtman’s business is the filling of 
small bottles with butane for trailer 
owners in his vicinity. In fact, Mr. 
Houtman has opened a trailer park 
next to his garage and finds that sell- 
ing butane to these people is a very 
profitable business. 
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Custom-Built For FARMALL “M" and “H” Tractors 
Complete With Mounting Brackets Ready to Install—JUST BOLT IT ON! 


Here is YOUR opportunity to be of quick 
service to your "Farmall'' customers, with 
the new Santa Fe Mobile and Tractor Tanks. 
These tanks are available for immediate de- 
livery from stock for Farmall Model "M" 
and "H"’ Tractors. 


Santa Fe Mobile and Tractor Tanks are 
automatically welded of fine-quality mate- 
rial by craftsmen with years of manufactur- 
ing experience, in strict accordance with 
ASME U 69 Code and NBFU safety require- 


ments. 


Other Santa Fe Mobile and Tractor Tanks 
in stock will meet most truck and tractor 
requirements. Give us the name and model 
of your equipment—we can make prompt 
delivery. 


SANTA FE ENGINEERING AND EQUIPMENT COMPANY 


Telephone: LOgan 5-2I1| 
3810 Fruitland, Maywood (In The Center Of The Los Angeles Industrial Area), California 


IATTERSFIEL) ross: MANIFOLDS 


METERED FLOW 





Custom-Built Tanks Our Specialty 
Your Inquiries Are Invited 








Sketch of a typical Tattersfield Butane Manifold showing the equal flow of fuel to each 
cylinder. This insures more power and less fuel consumption at all speeds. Available 
for International, Ford, Mercury, G.M.C., Chevrolet, Dodge truck, Mack, Dodge and 
Plymouth Cars. 





Electric and Carburetor Engineering Co. 


2323 E. 8th St. “Pioneers of the Butane Industry” Los Angeles 21, Calif. 








AUGUST — 1947 137 





New Mobile Tank Fittings 
Recessed to Avoid Hazard 


The American Pipe & Steel Corp. 
of Alhambra, (CGalif., has recently 
introduced a new LP-Gas_ mobile 
“safety” tank of entirely new design. 

The danger of damage to side-con- 
nected or top-connected tanks in the 
inconvenience of end connections has 
been a problem on installations of 
LP-Gas on trucks or other mobile 
equipment. The design engineers of 
American Pipe & Steel have answered 
this perplexing problem with a pat- 
ented forging in which all fittings 
are installed and which is recessed to 
permit the installation of a safety 
cover over the fittings and which is 
flush with the outside diameter of the 
tank shell. 

The result is an LP-Gas mobile tank 
installation which is easily accessible 
and at the same time eliminates all 
hazards of damage to the fittings or 
tampering with valves. 

At the present time, the new Amer- 
ican mobile “safety” tanks are avail- 
able in the following gross capacities 
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A 


This new safety mo- 
bile tank has recessed 
fittings to eliminate 
danger in_ handling, 
Inset shows cover in 
protecting position, 


v 


and sizes: 40 gallons, 20”’x86”; 56 
gallons, 20”x48”; 72 gallons, 20’x60"; 
97 gallons, 20”x 72”. 

This new unit was displayed at the 
May LPGA convention and the ace- 
companying illustration shows the unit 
as it was then exhibited. 


Green's Fuel Distributors 
Meet in South Carolina 


Green’s Fuel propane distributors, 
located in Georgia, and North and 
South Carolina, met early in June at 
the Ocean Forest hotel in Myrtle 
Beach, S. C. 

Out-of-town guest speakers from 
as far as Minnesota were present at 
the meeting. Total attendance exceed- 
ed 60. 

Speakers and their subjects: 

Flame Cultivation, by G. H. Bach, United 
Petroleum Gas Co. 

Tobacce Curing, by W. J. Dickens. 

Insurance, by C. E. Cooper. 

Cooking (Demonstration), by Jack Sholine, 
Cribben & Sexton Co. 

Many equipment and _ appliance 
manufacturers were represented at 
the meeting. 
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FE and 
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CTICAL and 
PRAFFICIENT 





CONTINENTAL CONTROL HEAD ASSEMBLIES 
and SERVICE REGULATORS 0: aiove ant below ground systems 


Proven and accepted by L.P.G. Industry. Built to comply with the published 
requirements of the National Fire Underwriters’ Board. 





SIMPLIFIED INSTALLATIONS 
WITH ONLY 1 CONNECTION! 


The complete Control is factory assembled 
and tested, thus requiring only one tank con- 
nection to obtain these operating functions. 


¢ Quick fill valve with 
slug check 


*Magnetic float 
gauge 


* Vapor return valve « Pressure gauge (op- 


with slug check 

*Vapor line shutoff 
valve with or without 
slug check 


tional) 
* Safety relief valve 
* Pigtail 


*Liquid withdrawal * Expansion coil 
valve with or without * Pressure reducing 


slug check 


MODEL 201-B FOR VAPOR 
AND LIQUID SYSTEMS 


MODEL 201-B. Will accommodate 114” 
Filler Valve, 34” Vapor Return, 2 Re- 
lief Valves, Vapor Line Valve, Liquid 
Line Valve, Gauge Opening provides 
for the use of either float or slip-tube 
type liquid level gauges. 


MODEL 201-A. Will accommodate 114” 
Filler Valve, 34” Vapor Return, Re- 
lief Valve, Vapor Line Valve, Gauge 
Opening provides for the use of either 
float or slip-tube type liquid level 
gauges. 


MODEL 201-C. Special (Fitted to meet 
special requirements). Will accommo- 
date 1%” and 11%” Filler Valve, 34” 


Vapor Return Valve, 3 Relief Valves,. 


having a total relief area not exceed- 
ing 1.5 sq. inches relief area, gauge 
opening for use of either float or slip- 
tube type gauge, either one or two 
line valves, opening for pressure 
gauge (where required) and regulator. 


regulator 





FOR TWO RISER 
INSTALLATIONS 











MODEL 251. Will accommodate senior 
float type liquid level gauge. 434” 
openings accommodate two relief 
valves, line valve, vapor return, 
adaptable to 112” tank riser. 


MODEL 250. Will accommodate senior 
float type liquid level gauge. 334” 
openings accommodates vapor return 
valve, relief valve, line valve, adapt- 
able to 11” tank riser. 


MODEL 252. Will accommodate junior 
size float type liquid level gauge. 334” 
openings accommodates vapor return 
valve, relief valve, line valve, adapt- 
able to 112” tank riser. 


C LIMAX Regulators are precision built to rigid specifications 
to assure safe, trouble-free installations. Climax Control 
Heads are extra strong, safe and efficient. All models complete- 
ly factory assembled, with or without fittings. Other combina- 
tions than those illustrated are available. Write for literature 


and full specifications. 
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MODEL 251 











TYPE 2020—for reducing storage 
pressure to that utilized in distribu- 
tion system. Can be furnished with 
14” N.P.T., 34” N.P.T., or .970 P.OLL. 
inlet connection. 


TYPE 2015—for reducing storage 
pressure to appliance operating 
pressures. Compact design espe- 
cially desirable for use with bottles. 
Can be furnished with 12” N.P.T., 
34” N.P.T., or .970 P.O.L. inlet con- 
nection. Orifice suitable for pro- 
pane, butane or propane-butane 
mixtures. 





CLIMAX INDUSTRIES, INC. 
L.P. G. DIVISION 
15 North Cincinnati Avenue 
TULSA, OKLAHOMA 


THE TRADE 






E. Q. Beckwith, 
formerly manager 
of product supply 
division of Phil- 
lips Petroleum 
Co., Chemical 
Products depart- 
ment, will join 
Anchor Petroleum 
Co. in Tulsa, as 
manager of An- 
chor’s LP-Gas 
Procurement Di- 
vision. 

The appointment became effective 
on July 1, it was announced recently 
by W. A. Baden, president of Anchor. 
Mr. Beckwith had been associated 
with Phillips since 1933. 


E. Q. BECKWITH 


S. M. Robertson died on June 18 
after a brief illness of four days. 
Known throughout the west coast as 
“Robbie,” he leaves many friends in 
the LP-Gas industry. Those who 
worked with him knew him to be an 
expert in the pressure vessel field. 

Mr. Robertson was connected with 
the industry since 1936. Previous to 
that he was engaged as a mechan- 
ical engineer in various industries 
throughout the country. When he died, 
Mr. Robertson was employed by the 
Santa Fe Engineering and Equipment 
Co. of Maywood, Calif., as a salesman 
and design engineer. 

The Reznor Manufacturing Co., 
Mercer, Pa., announces the appoint- 
ment of the Inland Export Co. as 
Reznor’s newly-created export divi- 
sion. Located in New Castle, Pa., the 
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Inland Co. will handle Reznor’s sales, 
marketing, promotion, and shipping to 
all foreign countries except Canada. 
The Inland Export Co. operates as 
an export department in 35 foreign 
countries, where Inland is represented 
by either distributors or representa- 
tives specializing in industrial lines. 


M. J. Vollmer, assistant secretary 
and assistant treasurer, was elected a 
director to replace John Leekley, re- 
signed, at the quarterly meeting of 
the Board of Directors of A. O. Smith 
Corp., held in Milwaukee, June 5. 


Announcement is made by Ameri- 
can Car and Foundry Co. that Ru- 
dolph Furrer has been elected vice 
president in 
charge of engi- 
neering for the 
company. 

His career in 
the field of engi- 
neering and re- 
search has _ been 
wide and _ varied. 
His earliest work 
was with the 
Allis - Chalmers 
M anu facturing 


Co. 
RUDOLPH FURRER ae 1919 he be- 


came a member 

of the A. O. Smith Corp.’s engineer- 
ing staff and served as designer, su- 
pervisor of construction, purchasing 
engineer and in 1925 as chief engineer. 
Mr. Furrer succeeds Edmund Dana 
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Campbell, former vice president in 
charge of engineering, who recently 
retired at his own request, for health 
reasons, after being with ACF since 
1904. 


A. B. Ritzen- 
thaler, vice presi- 
dent in charge of 
sales of the Tap- 
pan Stove Co., 
Mansfield, Ohio, 
was one of the 
three persons re- 
cently elected to 
serve on the 
board of direc- 
tors, it has been 
announced by 
Alan P. Tappan, 
president. 

The other two members are William 
R. Mabee, plant superintendent, and 
Harold O. Dysart, secretary. 

Mr. Ritzenthaler has also announced 
the promotion of D. S. Sharp to sales 
manager of the firm. 

The announcement was made June 
23 at the Mansfield Leland hotel 
where 60 representatives and district 
managers from throughout the United 
States, Canada, and Mexico were 
meeting for their first postwar sales 
convention. 


D. S. SHARP 


The Hammel-Dahl Co., Providence, 
R.I., announces the appointment of 
Frank J. and Arthur T. Carr as New 
England sales representatives operat- 


ing from Boston as The Carr Bros. 
Co. 


Col. A. E. (Cappy) Higgins has 
been named vice president of the 
Rockwell International Corp., New 
York City, it is announced by A. J. 
Kerr, vice president of the Rockwell 
Manufacturing Co., Pittsburgh, the 
parent concern. 

As vice president of Rockwell Inter- 
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national he will maintain: his head- 
quarters at 7701 Empire State Bldg., 
New York City. He will not only have 
responsibilities in the export market- 
ing of products of the various Rock- 
well divisions, but will also be as- 
signed special duties in domestic mar- 
keting activities. 

In view of the advancement of Por- 
ter sales on the Pacific coast and in 
keeping with their proposed expan- 
sion program, H. K. Porter Co., Inc., 
has announced the promotion of Har- 
old A. Hintz to Pacific Coast sales 
manager. 

Mr. Hintz will maintain headquar- 








This Bryant heater (“Model 26 Broiler’) 


was part of the 6-room, completely 

equipped home exhibited at the annual 

Home and Flower Show in Cleveland last 

month. The young lady arranging flowers 

on top of the Bryant boiler was the queen 
of the show. 
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RECTORSEAL “2 


for 
‘L P Connections 


*Leak-proof 


You can’t afford to take chances . . 
even the smallest LP gas connection 
leak can prove disastrous t> you or 
your customer. Make up every connec- 
tion with RECTORSEAL No. 2... the 
sealant compounded from 15 synthetic 
organic chemicals . . . proved by 8 
years service in the Oil Industry. 
RECTORSEAL No. 2 retails its plastic 
elasticity, maintaining a perfect seal 
for the life of the connection. It will 
not freeze the joint ... field tested to 


6500 pounds p.s.i. . . . withstands tem- 
peratures from minus 50 deg. F. to 
550 deg. F 


RECTORSEAL No. 2 is economical. It 
costs less than lead or litharge . . .goes 
farther. Easily applied with brush or 


swab. 
Ask your LP Gas Distributor for 
RECTORSEAL No. 2. If he can’t sup- 


ply you, write direct. 
Manufactured in Houston, Texas by 


Rector Well Equipment Co., Inc. 


Fort Worth National Bank Bldg. 
Fort Worth 2, Texas 







RECTORSEAL 


Potented. Trade Mark Reg. U.S. Pat. Off 


NUMBER TWO 
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ters in the Petroleum Bldg., Los An. 
geles, 

At the same time Mr. Calihan, di- 
rector of sales, announced the ap- 
pointment of J. F. Morley, as district 
sales engineer, with offices in Monad- 
nock Bldg., 681 Market St., San Fran- 
cisco. 


William W. Ste- 
vens, formerly 
eastern regional 
manager of ap- 
pliance sales for 
Rheem Manufac- 
turing Co., has 
joined the Law- 
son Manufactur- 
ing Co., of Pitts- 
burgh, as general 
sales manager. 
The Lawson firm 
manu factures 
water heating and home heating ap- 
pliances. 

Mr. Stevens, a native of Philadel- 
phia, joined Rheem in 1940. During 
the war he was chief expeditor for 
the company. 

William T. Briggs, widely known 
among eastern utilities and appliance 
dealers, was welcomed into the Caloric 
Stove Corp. sales department as spe- 
cial representative in the Philadelphia 
area on June 1. 





WM. W. STEVENS 


Mr. Briggs brings to Caloric more 
than 20 years of wholesale merchan- 
dising experience in major appliances. 
For the last 11 years he was success- 
fully interested in the promotion of 
automatic water heaters and Roper 
Ranges, through utility, LP-Gas and 
dealer distribution channels in Penn- 
sylvania, Delaware, Maryland, Vir- 
ginia, West Virginia and the District 
of Columbia. 

Caloric Stove has also appointed 
Roger G. Stillman as its New England 
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NEW 
CONCENTRATOR 
BURNER 








Here is a truly remarkable burner—a burner 
which achieves greater thermal efficiency 
through the application of two Norge- 
developed features: double flame travel and 
controlled heat spread. Openings in the 
inner side of the ring burner are at such 
an angle that the flame moves first toward 
the center of the cooking vessel and then 
curves Outward to the edge, without wast- 
ing heat up the sides. The new Concen- 
trator burner offers a heat range and a 
flexibility of control hitherto considered 
impossible. Norge Division, Borg- 

Warner Corp., Detroit 26, Mich. 

8ORG.warnie 

Norge products, distributed world- 
wide, are typical examples of the 
values made possible by the 
American system of free enterprise. 











FEATURES 


explain the 
OVERWHELMING PREFERENCE 
FOR NORGE RANGES 


iw THE tP 





| MODEL BN-357 








FIELD 








Manufactured for bottled, artificial or natural gas | 


FEATURES 


1 Concentrator burners 

2 One-piece cooking fop and back-rail 
3 One-piece, tank-fype oven and broiler 
4 Click-simmer valves 

5 Oven heat control 

6 Extra-thick insulation 

7 Flush-to-wall design 


NORGE 


BEFORE YOU BUY 




































Quality and 
Service 


For All Your 
L.P. GAS EQUIPMENT 





CARBURETION, HOSE 
HOSE REELS . 
VALVES, COUPLINGS 
TUBING FITTINGS 
TANK FITTINGS 
HEATER & RANGE 
CONNECTORS 


TRUCK & STORAGE PUMPS 
ROPER-VIKING 


METERS FOR 
TRUCK & BULK PLANTS 
COMPLETE STORAGE & 

DISPENSING SYSTEMS 


Our equipment prices are com- 
petitive for like quality and 
quantity. 


WE WELCOME YOUR INQUIRIES 
ON CARBURETION PROBLEMS 


ACME EQUIPMENT CORP. 


313 So. Pearl St., Dallas 1, Texas 
Phone Riverside 4089 
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divisional representative. His head- 
quarters are at 127 Church St., Wil- 
mington, Mass. 

Mr. Stillman has been a member of 
the Caloric sales organization since 
1945, having served as special repre- 
sentative for the Philadelphia terri- 
tory. He is thoroughly familiar with 
the New England area, having been 
active in sales and promotion work 
there for three years before joining 
Caloric. He has had 14 years of expe- 
rience in the gas industry, particu- 
larly the LP-Gas sector. 


The unique set illustrated was con- 
structed for the purpose of taking 
kodachrome “stills” to be used in a 
slide film with sound called, “Install 
"Em Right,” one of three being pro- 
duced for Payne Furnace Co., Beverly 
Hills, Calif., under the direction of 
Ralph V. Hiatt, Payne advertising 
manager. 

Part of a training program for 
salesmen, installation men and deal- 
ers, the films feature as “star” the 
Payne gas floor furnace. The elevated 





Production scene at studios in Hollywood, 
where Payne Furnace Co., Beverly Hills, 
Calif., is producing a series of sound- 
color slide films for training purposes. 
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United States Water Heaters are the HEART of countless 
thousands of satisfactory home installations, 
quietly performing the vital function of supply- 
ing steaming hot water at the turn of a 
faucet ... Dealers who sell and install 

United States Water Heaters assure their 
customers of dependable operation 

and years of trouble-free service. There 

are types and sizes for every 

requirement, ready to become the 

HEART of more satisfactory 


home installations. 


ORDER FROM 
YOUR 
WHOLESALER 








MFO. BY UNITED STATES HEATER CO. 
COMPTON. CALIF. USA REG US PAT OFF. 


UNITED STATES HEATER CO. 


133 EASTOPALMER AVENUE * COMPTON, CALIFORNIA 
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ANNOUNCING 
OUR 
APPOINTMENT 


as representative for 


PARKHILL-WADE 


PRODUCTS 


CONTINENTAL 
AND 
HOLLYWOOD 
WATER HEATERS 


ROYAL 
FLOOR FURNACES 


L. G. E. CORPORATION 
1355 Market Street 
San Francisco 
105 Lake Street, Reno 
Kiesel Bldg., Ogden, Utah 
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set illustrated enables the photog- 
rapher to take “shots” both above and 
below the floor-level. Models are posed 
in views simulating actual sales and 
installation scenes in a home. 


James J. Manning has been ap- 
pointed New England division sales 
manager for the Florence Stove Co. 
according to an 
announcement by 
Robert H. Taylor, 
vice president. 

Mr. Manning 
has had wide ex- 
perience in sales 
and sales super- 
visory work in 
New England. He 
has. been terri- 
tory salesman, 
wholesale man- 
ager, and district 
sales manager for 
prominent major 
appliance distributors in that area. He 
has also specialized in retail dealer 
and retail salesmen’s training pro- 
grams. 

Mr. Manning will make his head- 
quarters at the Florence home office 
in Gardner, Mass. 





JAS. J. MANNING 


A. J. Smith, president of Black, 
Sivalls & Bryson, Inc., announces the 
creation of the office of general 
comptroller for the company. 

The post will go to Budd Parks, 
who has been associated with BS&B 
in Oklahoma more than 25 years. 
Mr. Parks will establish his head- 
quarters in the company’s executive 
offices in the Power & Light Build- 
ing, Kansas City, Mo. 


Rudolph E. Reimer, secretary and 
treasurer of Dresser Industries, Inc., 
Cleveland, was also elected a _ vice 
president of the company at a meet- 
ing of the board of directors in New 
York, April 22. 
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If your LP customers have been 
enthusiastic about current 


Tappans, stand back and listen | 
to their enthusiasm when you 


show this new, beautiful 
1948 model. 


It’s larger; has all the usual 




















Tappan features plus new ones 
you'll find only on Tappan. 


“Off -the-main” users never 
dreamed they could have such a 
beautiful, modern, convenient 
range as this new Tappan LP 


- Gas Range you will show them. 


THE TAPPAN STOVE COMPANY * Mansfield, Ohio 


For 66 years, makers of fine ranges 
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w PROPANE 


NATURAL | 
GAS 


Hotty Stubby Floor Furnaces — famous 
for 3 exclusive features shown below — 
are available in all models for L. P. Gas. 
Both flat and dual types with 32,000, 
45,000 and 57,000 BTU input, manual 
or thermostat controls. 





Removable 


Installs from 


Eliminates the 


pit. Meets all above the watertight 
FHA require- floor. No extra pan contains 
ments. construction. all controls, 


HOLLY MANUFACTURING COMPANY 

! 875 So. Arroyo Parkway, 

' Pasadena 2, Calif. 

! Please send information on the Stubby for 

: ib. P.. Gas. 

| Name 
' Address 




















State Associations 
Council Starts Functioning 





WM. J. LAWSON 


KEITH CLEVENGER 


TATE representatives of the 

Council of LP-Gas Associations, 
the newly formed organization 
composed of many State associa- 
tions, are attempting to build closer 
cooperation with local agricultural 
agents after hearing Keith Cleven- 
ger, of the Southern Gas and 
Equipment Co., point out the LP- 
Gas industry’s weakness with home 
demonstrations and county farm 
agents before the Council of the 
association’s delegates at the Chi- 
cago meeting on May 26. Wm. J. 
Lawson presided. 

The Council acted on Mr. Cleven- 
ger’s proposals during the consid- 
eration of a suggestion submitted 
by the membership that the design 
and pursuit of a sensible program 
with home economics advisers and 
farm agents would promote mis- 
sionaries for the industry. It was 
generally agreed the contacts with, 
and assistance to, agents should be 
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The RHEEM 






“C" valve 


thermostat. 


Ataper plug type moin gas 
cock with flow adjustment. 


A pilot adjusting plug. 


A rod and tube snap-acting 


‘ A Baso type thermo- 
im magnetic safety pilot. 


ZDUAL CONTROL 









This compact, 
patented control is standard 
equipment on Rheem 
automatic water heaters with 
the exception of the 
series 20 economy model. It 
guarantees safety because it 
automatically shuts off all 
gas if the pilot light is 
extinguished. ..it also makes 
it impossible for gas to flow 
to the burner while the pilot 
is being lighted. 

The Rheem 100% Dual 
Control consists of four 
separate units contained in 
one casting: 











Set lever accurately at ‘‘pilot”. De- 
press pilot reset button down to the 
cap nut. 








Keeping button depressed, light 
pilot. Continuing holding button 
for 2 minutes. Release the pilot 
button. 








Now turn the lever to “on”. Turn 
dial to desired temperature. 











SIZE OF FLAME. If the pilot light 
does not envelop the thermocouple, 
it must be adjusted. Remove the 
screw cap and turn the small screw 
underneath. 








pa 
070 SERVICE aaa THE PILOT LIGHT GOES OUT, 





POSITION OF LEVER. Was “pilot” 
set in dead center of indicator 
button? If not, pilot reset button 
could not have been fully depressed. 


CHECK: 






Ff 


CONNECTION OF THERMOCOUPLE 
LEAD TO MAGNETIC VALVE. Is this 
double-thread connection tight? If 
not, tighten it firmly. 








Complete data for operation and service 
of the Rheem 100% DUAL CONTROL 
is contained in an attractive, clearly 
illustrated manual. If your service men 
are acquainted with this information, it 
may save them time and labor in the 
field. Just indicate the number of copies 
you need and mail this coupon. 


Automatic Gas-Fired Appliances 
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Rheem, Dept. R-BI3 
570 Lexington Avenue, New York 22, N.Y. 
Please send me { —_) copies of your Instruction Manual on 


the Rheem 100% DUAL CONTROL, at no cost. 
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Williams Vented 
WALL WARMOLATOR 


for New Residences. 


For Butane, Propane 
or Natural Gas, 








Dual type, 45,000 B.t.u. input. 


Color, light ivory. For 2 x 4 studs. 
For manual control only for L.P. gas: 


Easily installed—Easily accessible. 
No pit or basement A.G.A. Approveu. 
Eligible for F.H.A. loans. 

Size of face 25'/," wide, 50" high. 


Size of recess in walls, .2334" x 48" 
high. Projects from wall, 4 inches 


Ask for Circular, Form 216 


WILLIAMS 
RADIATOR COMPANY 


"Sponsors of better heating since 1916" 
Sales office: 3115 eo! Blvd. 
Los Angeles 4, Calif. 


Factory: 1821 Flower St. 
Glendale !, Calif. 














established in all agricultural areas, 

A proposed advertising program 
for the industry was presented in 
outline form to the newly elected 
directors shortly before the nation- 
al LPGA convention adourned, R. 


‘H. Mahnke, executive secretary of 


the Kansas LGPA and chairman of 
the advertising committee, has sub- 
mitted a complete report of the 
group’s findings in accord with a 
resolution by the Council. Other 
members of the committee are A. 
W. Porter, Arkansas: Ken Dick- 
son, Missouri; R. H. Stinger, Mich- 
igan, and Frank de Gruy, Alabama. 

The Council, during the cons‘d- 
eration of suggestions offered by 
the membership, found that there 
is a distinct need for a_ better 
planned and a more intelligent ad- 
vertising program in local areas. 
The following is an outline of the 
noints presented by the special com- 
mittee: 

1. The program should be directed 
to the users and the potential users 
of our products. 

2. It should have a basic theme: to 
sell LP-Gas beyond the city mains. It 
should sell gas and gas appliances 
against the electrical industry’s “Go 
All Electric” campaign. 

3. Dealers, already spending large 
amounts of money developing. their 
own programs, will effect a better and 
sounder over-all coverage by combin- 
ing their efforts under a basic adver- 
tising program. 

4. A recognized advertising agency 
should be employed to develop a pro- 
gram for the industry that will fit its 
needs. Media for such a _ program 
should include: 

a. Newspaper and magazine layouts for 

space advertising. 


b. Direct mail pieces. 
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THIS DEALERS EXPER LEN ie 
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vey FLOOR i “- 
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ealer is available 


upon request 


% 
4 
e 


°¢ i re) 
4N BE youRS: * Fry. 
- QUALITY 
1S HIGHER.....PRICES LOWER 


THAN PRE-WAR LEVEIS 

With the EMPIRE Line of Gas Floor Furnaces—thanks to EMPIRE mass 
production economies — you enjoy the distinct advantage of offering not 
only the highest quality, but the finest floor furnace ever built by EMPIRE 
or anyone else at prices lower than those which prevailed before the 
war. This makes EMPIRE Gas Floor Furnaces easy to sell. It’s the line on 
which to standardize for customer satisfaction, increased sales and profits. 
The happy experience of the above Dealer, who switched to EMPIRE, can 


be yours, too—for beating competition and meeting today’s Buyer’s market. 





p waite NOW FOR FULL INFORMATION 


STOVE COMPANY 
BELLEVILLE, ILL. 
Manufacturers o f Gas Heating and 
Cooking Appliances 
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SIGNS OF THE ‘TIMES 
POINT TO LANCASTER 


The buyer’s market is on the way and 
now's the time to plan for the im- 
proved plant operation needed to pro- 
tect future profit. In tanks, the signs 
of the times point to Lancaster. 
These expertly designed, X-ray in- 
spected tanks permit you to store 
extra reserve for peak demand. 


Delivered complete . . . ready for 
installation . . . in sizes up to 30,000 
water gallons. 





Write today for 


detailed information 


New York Office: Graybar Building 


LANCASTER IRON WORKS, INC. 


LANCASTER, PENWNA., U.S.A. 
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. Window and store display cards. 
. Poster and billboard sheets. 

. Radio announcements. 

. Newspaper reader releases. 


Rehm oae 


. Educational and institutional advertising. 

5. Once developed, the program will 
be presented to dealers through their 
state associations or through the Na- 
tional LPGA office. 


6. States represented in the Coun- 
cil have indicated through their repre- 
sentatives that they would under- 
write the original cost of developing 
such a program. 

7. Dealers from various states de- 
sire action on the proposed program 
so that it may be considered in con- 
crete form at the next meeting of the 
Council scheduled in Oklahoma in Sep- 
tember. 


The proposed program received 
favorable comment from the LGPA 
directors. A resolution was adopted 
to refer the program to the LPGA’s 
committee on publicity for further 
study and action. 


Field Demonstrations Show 
Ways to Control Gas Fires 


John Knox Smith, LPGA field en- 
gineer, participated in the Michigan 
Fire College on June 18 with a demon- 
stration entitled “Control and Ex- 
tinguishment of Liquefied Petroleum 
Gas Fires,” according to a_ recent 
association announcement. 

The first part of the demonstration 
was devoted to showing the action of 
water on burning liquid propane. The 
burner used was designed to simulate 
a leaking pump packing gland. The 
water streams consisted of water 
spray at 600 psi, water spray at 130 
psi, and straight streams at 130 psi. 

The demonstration also included 
methods of dispersing LP-Gas vapors 
by water spray. Extinguishment was 
effected each time it was tried, al- 
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| *BROILS, ROASTS, 


| TASTE BETTER 








FLORENCE SAYS / 

























*HI-LO BURNER CONTROL - 
SAVES FUEL... ? 
SAVES MONEY” 





BARBECUES... FOODS 


COOK BETTER, 


IN WAIST-HIGH igs, 
ee * 

ay : 
7 


@ Just let awoman see the completely 
new Florence design inside and out... 
Open that easy-to-use, waist-high 
Broilercue — talk about its exclusive 
‘Focused Heat’’ feature that will give 
more deticious, healthful food with 
less shrinkage. Tell how the 2-oven 
Operation lets her bake cakes, cas- 


Completely New STREAMLINED ‘“‘TUR- 
RET TOP” Design @ TWO-OVEN 
CONVENIENCE @ Exclusive New FO- 
CUSED-HEAT BROILERCUE* @ Famous, 
Over-Size FLORENCE BAKING OVEN @ 
New Deluxe TOP LIGHT, Combination 
TELECHRON ELECTRIC CLOCK and TIME 
REMINDER—Handy UTILITY CUTLET @ 
New C-Quik Gas Cock HANDLES @ Con- 
venient, EASY SERVICING FROM TOP 
*Patents Applied for 


FLORENCE STOVE COMPANY 
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CASH IN ON THE "SELL-ON-SIGHT” FEATURES 
OF FLORENCE KEG/S7ERED GAS RANGES 





Show the Range...Talk About its Features... 
oS And the Women Will Sell Themselves! 


LP-GAS RANGES 





. «+» General Sales Offices and Plant: Gardner, Mass. Western Sales Offices and Plants 
Kankakee, Ill. Southern Plant: Lewisburg, Tenn. Other Sales Offices: One Park Avenue, N. Y.; 1459 Merchandise 
Mart, Chicago; 53 Alabama Street, S$. W., Atlanta; 301 No. Market Street, Dallas, 








* “EASY TO 


WN » CLEANS | 
y AN : 


Th Vo | 


“2-OVEN CONVENIENCE SAVES 
TIME. LARGE SIZE OVEN 
PLUS BROILERCUE LETS 
S, ME BAKE, ROAST (OR 
Hf cy BROIL) COMPLETE 





DINNER, AT ONCE “” 


seroles in the oven while she roasts or 
broilsin the Broilercue. Remind her that 
this range is built, with 70 years of 

Florence skill and experience, to suit } 
her needs. It’s the range that has every- 

thing a woman wants in her kitchen. F 
That’s why they'll say “Give me 
‘Florence’ ’’ every time! . 
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For 


Butane-Propane 
SERVICE 


PEERLESS 


TURBINE (VANE) 


PUMPS 


For High Heads and Capacities 
up to 150 G.P.M. 





Type XT 


For efficient, low cost liquefied 
petroleum gas_ services including 
1 p-g bottling, tank storage, truck, 
tankcar transfer, etc. 


Most advanced in design and 
construction for maximum service 
and dependability. 


Write for Details 


Peerless Pump Div. 


Food Machinery Corporatien 
Canton 6, Ohio — Quincy, Illinois 
Los Angeles 31, Calif. 
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though it was strongly brought to the 
attention of those present that water 
could not be depended upon for ex- 
inguishment, and furthermore, ex- 
tinguishment should not be attempted 
except where flow of gas could be 
stopped. 

Another demonstration was made 
wherein gas (vapor) at 11 in. W. C. 
flowing through copper tubing was 
shut off by the use of two wrenche3 
which happened to be the only hand 
tools available at the time. One 
wrench was used as a back-up, and 
the other wrench was used to flatten 
the tubing. It was explained that this 
method of shut-cff could be used on 
a domestic LP-Gas_ installation if 
regular shut-off valves should fail to 
function. 

The portion of the demonstration 
devoted to-extinguishment consisted 
of the use of the dry powder hand 
extinguisher on burning licu‘d pro- 
pane. No other types of extinguishers 
were shown because of the quantity 
of fire involved. 

As a part of this demonstration, a 
small fire was ignited about 25 ft. 
down wind, and was used to show 
what would happen if a gas fire was 
extinguished and gas was not shut- 
off. Although it was a comparatively 
windless day, reignition was accomp- 
plished in only one of the two test. 

Some 200 to 250 Michigan firemen 
saw the demonstration together with 
a group of industry representatives. 

About 300 gallons of LP-Gas and 
two men were supplied by Phillips 
Petroleum Co. for the demonstration. 


Stewart Matthews Sells Part 
Of Holdings to Suburban Gas 


The Seattle LP-Gas operations of 
the Northern Gas Co., formerly owned 
by Stewart Matthews, have been pur- 
chased by H. B. Morris, Jr., and W. A. 
Shafer, it is announced. They are car- 
rying on the business under the name 
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WARD HEATER COMPANY 
1800 W. Washington Boulevard ¢ Los Angeles 7, California 
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Bilt-In Thermo Control 
Thermostat Safety Pilot Combina- 
tion. Gives remarkably accurate, 
automatic control of temperature. 
Safety pilot promptly shuts off gas 
flow if flame goes out. 





Insulated Inner Shell 
Heavy galvanized iron — asbestos 
insulated. Assures positive circula- 
- tion no matter how long furnace 
burns. Reduces heat loss. 

| Sealed Lighter Door 
© Brass screw cap which expands when 
| heated, hermetically sealing chamber. 
| Positively prevents escape of combus- 
| tion gases into the home. 





























| Cast Iron Flame Fender Copper Nipple Outlet 

| Guards against “burning out’ of unit’ © Makes vent connections impervious 
» around intense heat zone. Constructed | to condensation. Thus — prevents 
| of heavy cast iron %"’ thick. Adds years “rusting out” and protects against j 
to the life of the furnace leakage of burned gases into rooms. 





DEALERS: Here are the “‘talking points” that make Wards easy to sell 
—that assure dependable operation and make every 
Ward owner a Ward BOOSTER. 


Since 1909 








OXFORD 


Bottled Gas 
Cabinets 


Cabinet Type 


FOR 
LONG 
and 
DEPENDABLE 
SERVICE 


For that extra protection against severe 
weather and accidents, install Oxford 
Bottled Gas Cabinets. Thousands of 
Full Size, Single Hood and Double 
Hood types are giving unparalleled 
service throughout the country. Con- 
structed of heavy metal with a pro- 
tective coating of paint or galvanized 
to insure rust resistance. Cylinders, 
valves, regulators, etc., are fully pro- 
tected. Write for prices and details. 


The Oxford Company 
Oxford Penna. 








of the Suburban Gas Co. at the pres- 
ent Seattle plant, 9439 East Marginal 
Way. Mr. Matthews continues the 
ownership of several LP-Gas town 
plants in the Northwest, the name 
“Northern Gas Co.,” and local custom- 
ers in the Bellingham and Wenatchee, 
Wash., areas. 

Suburban Gas Co. markets propane- 
butane gas in a territory comprising 
all of King, Snohomish and Pierce 
counties. Their gas product is known 
as Aeropro. 

Both Mr. Morris and Mr. Shafer are 
well-known in Northwest industrial 
circles. The former was previously en- 
gaged in the banking and warehous- 
ing fields for 16 years. Mr. Shafer 
attended the University of Washing- 
ton before going to work for Colum- 
bia Steel Co. 


LP-Gas Men Will Profit From 
AGA-GAMA Sales Promotion 


Starting 1947 with 22,900,000 homes 
in the United States using gas for 
cooking, more than 12,200,000 using 
gas for automatic water heating, and 
nearly 3,000,000 homes using gas for 
refrigeration, gas appliance manufac- 
turers look forward to the greatest 
sales volume in their history in the 
next 10 years. This statement is © 
made by D. P. O’Keefe, president of © 
the Gas Appliance Manufacturers As- 
sociation and the O’Keefe and Merritt 
Co. 

It is estimated that the potential 
demand for gas ranges in the United 
States and Canada may exceed 25, 
000,000 units in the next five years, 
alone. More than _ 10,000,000 gas 
ranges now in use are more than ten 
years old. During the next five years 
8,000,000 more gas ranges now in use 
will become more than 10 years old 
and ready for replacement by new 
up-to-date models. 

Automatic gas water heater manu- 
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TWO FINE, NEW “MODERNAIRE” CIRCULATOR HEATERS 


RADIANT Baked brown enamel finish, chrome 
trim and nameplate. 
CIRCULATOR 20,000 B. T. U. rating. 
Height, 18 inches. Width, 19 inches. 
Model 101 RC Depth, 8!/4 inches. 
: Heating Capacity, 2,000 Cubic 
5 Radiants Feet Air Space 0 to 70 degrees. 
Stainless Stainless Steel Burner. 
Steel 38-inch Pipe-size gas inlet. 
Hearth 22 gauge steel jacket, spot welded 
construction. 
Shipping weight: Approximately 
16 Ibs., Model 101 C; approxi- 
CIRCULATOR mately 19 lbs., Model 101 RC. 
Packed in individual cardboard 
Model 10! C cartons. 
When ordering, specify whether for 
Butane-Propane or Natural Gas. 
AGA approved for Butane-Propane 





Available For Early Delivery. 
For further information, prices, and discounts, write to 


NATIONAL GAS EQUIPMENT CO., INC. 


P. O. Box 443 Terrell, Texas 

















Save from 500 to 
1000 lbs. of LP Gas Vapor 
from each Tank Car 


Conservation of petroleum products is a war 
necessity. The vapor left in the tank after liquid 
petroleum has been transferred from a tank car 
or truck equals from 500 to 1000 Ibs. of LP Gas! 
This booklet... probably the most comprehen- 
sive ever prepared...tells how this vapor can 
be salvaged with the Brunner LP Gas Unit. This 
unit for gas transfer and recovery is outstand- 
ing in speed, efficiency and low cost. The sav- 
ings in gas alone will pay for the unit after a 
few unloadings. In addition, the time required 
for unloading is greatly reduced. Brunner Man- 
ufacturing Company, Utica, N.Y., U.S.A. 


Mail This Coupon TODAY! 
Cie ee ee Fe oe FF 8g Ee 8 ee ee Fe 


4 Brunner Manufacturing Company, Utica, N. Y., U.S. A. 
Send me the booklet describing the Brunner LP Gas Unit 
and containing diagrams, tables and valuable informa- 
tion on the handling of liquid petroleum gas. 


Name 





Address. 














facturers are expected to exceed their 
1941 production of 800,000 units by 
1,200,000, and to produce 2,000,000 
units in 1947. House heating equip- 
ment manufacturers are experiencing 
the greatest demand in their history 
despite shortages of materials which 
have prevented the erection of homes 
in volume, and shortages of pipe line 
and gas manufacturing equipment 
which prevented utilities from supply- 
ing the gas required for thousands 
of requests on dealers’ sales books. 
Despite the war period, which cur- 
tailed home building and main ex- 
tensions, the number of homes using 
gas for cooking increased 46% in the 
past 10 years. Of the 7,200,000 new 
gas cooking customers added since 
1936, approximately 4,000,000 were 
added to gas utility lines and 3,200,000 
through LP-Gas distribution. 
Continuing rapid growth of the 





LP-Gas industry in rural territories 
from 230,000 customers in 1935 to 3,- 
500,000 in 1947 makes this one of 
America’s fastest growing industries, 
LP-Gas dealers will be encouraged to 
capitalize on the AGA-GAMA fall 
range promotion, even though “CP” 
specifications for LP-Gas have not 
yet been approved by GAMA. 


Berkeley Research Specialist 
Has Independent Laboratory 


An independent «laboratory specia- 
lizing in heating and cooking equip- 
ment has been set up in Berkeley, 
Calif., by J. E. Leonard, an early 
pioneer in the development of LP-Gas 
appliances. 

Aside from research and develop- 
ment for himself, Mr. Leonard expects 
to test ‘and develop appliances for 
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A SYMBOL OF QUALITY 
—{ ASME U-69 EXCLUSIVELY USED 
(GL) FITTINGS-CRITERION GAUGE 


NOW AVAILABLE FOR IMMEDIATE DELIVERY 


Propane Butane 
Under and Above Ground Underground 


152 Gallon capacity 200 Ib. Ww. P. 304 gallon capacity 101 lb. W. P. plus 
222 se 


330 ” ” “oon ” 15% Corrosion Allowance 

500 a re aa ten o 

1600 

en af " i oy 15% Corrosion Allowance 
Also all sizes BUTANE TRANSPORTS, Complete 

CONTACT US FOR SPECIFICATIONS AND PRICES 


410 gallon capacity 101 lb. W. P. plus 

















DELTA TANK MANUFACTURING £2.1nc. 


P.O. Box 1469, Baton Louge fa. e P.O.Box 1091.cYacon, Sa 


DISTRIBUTORS FOR 
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CA EQUIPMENT 
COMPANY, Inc. 


P. 0. BOX 566 


2620 South Ervay « DALLAS, TEXAS 

















Rotary 
Pumps 


Simple to the nth degree. 
Just 2 moving gears—one 
within the other. Both self- 
supported. Positive in action. 
Smooth, even flow with no 
pulsation. Ideal for L.P. gas. 
Low speed. Full, fast deliv- 
ery. Long life. 


If it is your job to see that 
liquids are moved, see Viking 
for the answer. 
Write today for 
the folder that will 
help you, 2300B. 


VIKING 






Pump Company 


CEDAR FALLS, IOWA 














clients. His work will be preliminary 
to AGA testing and his location on 
the Pacific Coast should be a conven- 
ience to Western manufacturers de- 
veloping new appliance models. 

Mr. Leonard originated the built-in 
gas heater for gas ranges and was 
the first to equip a gas range with an 
electric light—as well as patenting a 
fireplace gas heater which he expects 
to market. 

Mr. Leonard, who was connected 
with the Hammer-Bray Co., Oakland, 
and the H. C. Little Burner Co., San 
Rafael, before beginning his own re- 
search, feels his laboratory can carry 
on work much more effectively than it 
can be done in the usual plant. 


Michigan Association 
Mixes Pleasure With Business 


A regular meeting of the Michigan 
Liquefied Petroleum Gas Association 
was held on Monday, July 21, at the 
Sportsman’s Club, near Beaverton, ac- 
cording to Lou Marshall, secretary. 

Coming at the height of the sum- 
mer season, arrangements were made 
to entertain members at the club dur- 
ing the two days preceding the busi- 
ness meeting. Sports provided includ- 
ed golf, tennis, skeet shooting, fishing 
and swimming. 


Louis H. Collar Establishes 
Office in Kansas City, Mo. 
Word has been received that Louis 


H. Collar, who has been offering in- 
surance coverage to liquefied petro- 


| leum gas dealers under the name of 


the Liquefied Petroleum Gas Insur- 
ance Underwriters, has moved his 
offices to 510 Insurance Exchange 
Bldg., Kansas City, Mo. He is now 
prepared to cover general liability 
for dealers in Lloyd’s of London. 

Mr. Collar’s Kansas City, Kan., ad- 
dress is 1913 Tauromee. 
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L.C.C. BOTTLES 


Immediate Delivery $8.90—$10.75 


SPECIFICATIONS .. . 20 lb. (5 gal.) I.C.C. 
4-B240—Gauge 3/16'’—O.D. Width 14’', Height 
17""—P.O.L. & 10° valve---Set relief 375 lbs.— 
Low center of gravity—Stabilized safety factor. 


TERMS. (No Exceptions) . . . 25% deposit with 
order; Balance sight draft B/L Att. or 1% dis- 
count full cash with order . . . $8.90 equipped 





with 10% valve, minus P.O.L. valve. $10.75 | 
equipped with P.O.L. and 10% valve. F.O.B. ’ 
Los Angeles. 

ORDERS SHIPPED SECOND DAY 
AFTER RECEIVED .. . Direct Factory 
Shipments. Write for 250-500 and 1,000 | 

lot quotations. 


R.M.S.PRODUCTS COMPANY | 


L-P GAS EQUIPMENT DIV. 
Box 229, Hollywood Station, Los Angeles 28, Calif. 


























- Quality...Styling...Value 


Greater grows the demand for SECURITY haat 

Hot Water Heaters. More and more buyers seek the i 
smart appearance, dependable performance, superior 
workmanship for which SECURITY is famed. Thousands 
of users are amazed at the efficiency, economy and 
long life of these gleaming Automatic Water Heaters. 
Operate on all fuel gasses. Now is the time to look to 
SECURITY ... for leadership and for sales! 


eck Pra, 
i: ye 


GAS FIRED PRODUCTS 
























The "LONG-LIFE” LINE 


SECURITY MANUFACTURING CO. 
KANSAS CITY 3, MO. 
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* Circulators 
* Gas Heaters 


G2 years of Peerless research in the Science of 
- Heating and its allied problems of Engineering, 
Design, Styling and Finish has resulted in To- 
day’s outstanding Quality Heating Equipment. 


We have not and will not permit scarcities of 
Quality Materials to tempt us to compromise 
these long established high Quality Standards. 


It is our determination: to steadfastly adhere 
to our enviable policy of Top Quality Gas 
Equipment, rather than produce a phenomenal 
volume to satisfy current demands with the 
inevitable sacrifice of Quality. 


Remember , . Peerless First on the Heat Parade. 





MANUFACTURING CORPORATION 
Incorporated 


LOUISVILLE, KENTUCKY 
Since 1884 
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Edward K. Titus Named Eastern 
Editor Butane-Propane News 


Edward K. Titus has been ap. 
pointed Eastern editor of BUTANg. 
PROPANE News. Mr. Titus is an edi- 
torial man of large experience, hay- 
ing covered important industrial fea- 
tures for the New York World-Tele- 
gram and the Brooklyn Daily Eagle, 
one assignment taking him around the 
world. He served in the Air Corps 
during the last war. 

A graduate of Phillips-Exeter and 
Yale, Mr. Titus is a member of the 
New York Financial Writers Associa- 
tion and the National Press Club, 
Washington, D. C. 

As Eastern editor, Mr. Titus will 
write current news and feature ar- 
ticles covering the liquefied petroleum 
gas industry. His headquarters will 
be in the New York office of Jenkins 
Publications, Inc., 52 Vanderbilt Ave., 
which is also the address of Gerard 
A. Regan, the company’s Eastern 
manager. 


Hearings on Freight Rate 
Cases Begin in Washington 


Hearings on LPGA’s petition for 
suspension of freight rate increases, 
caused by the carriers’ cancellation of 
commodity rates and exception rat- 
ings, and the complaint on estimated 
weights, in Official Classification and 
Illinois Freight Association Territory 
began in Washington, D.C., before 
Examiners Brown and Russell on June 
24 and were concluded on June 2%, 
according to a recent LPGA. bulletin. 

Complaints on estimated weights 
involved in movements from the 
Southwest into the aforementioned 
territories were also consolidated in 
this hearing. Oct. 1, 1947, has been set 
as the date for submission of briefs 
and the examiner’s report will be is 
sued sometime after that date. 
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Carter high quality Butane and Propane are unsurpassed as 
domestic and industrial fuels. Bulk loading points, St. Elmo, 
lub, Illinois, Seminole and Stonewall, Oklahoma. Wholesale only. 
Your inquiries are solicited. 


( THE CARTER OIL Company 
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F LITTLE GIANT HEATERS 


Engineered for quick heating re- 






































sponse to floor and living zone, this : 
for BRILLIANT FIRE model offers 
aa plus value in economy and com- “tor Serres 
fort. Porcelain enamel finish. Made oe Se Be ie 
rat- a : ‘ 2 84 5S OR a Gs a ok 
ated in three sizes. Alert dealers will set taf lan a 
and up new sales records with BRIL- 
tory LIANT FIRE in the 1947-48 Sea- 
we son... it’s the complete line. 
=> WRITE FOR CATALOG 
tin, 
rhts 
the at THE OHIO FOUNDRY £& MANUFACTURING CO. 
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LARGE RANGE FEATURES | "=" 


with 


Small Range Convenience 
| 


Immediate Delivery 


(in limited quantities) 


The new Bien trailer-apartment range offers 
all the advantages of a large unit yet it is 
so compact that it fits into the limited 
space of trailer, apartment, cabin or boat. 
Remarkable among its many features is its 
full size oven which bakes four 9 in. pies 
at the same time. Equally handy is the top 
which will accommodate four 10 in. pots. 


Its Many Features Include: 


@ Automatic oven control 
®@ Fully insulated 
@ One-piece even-heat burners 


INTEGRITY 


Manufacturing Company 
362 W. Garvey Ave., Monterey Park, Calif. 
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Friedrich, who 
South America, 
LP-Gas. 


Graciela 
Colombia, 


will carry to 
the story of 


Will Carry LP-Gas Information 
To South American Housewives 


A petite, attractive senora from 
Colombia has returned to her home in 
native Bogota to report to her coun- 
trywomen the results of an unusual 
and important mission—the study of 
the latest methods and equipment for 
the modern gas kitchen as seen in 
North America. 

Here on a one-woman information 
hunt for the 9,000,000 people of Col- 
ombia is Graciela Friedrich, director 
of Home Service for the Compania 
Colombiana de Gas, S.A., a company 
recently set up to distribute liquefied 
petroleum gas. The organization’s 
interest in the North American situa- 
tion is evidence of the potential mark- 
et that remains to be developed in 
Latin America. 

Small, trim, and typically Latin in 
her enthusiasm and intense interest 
in her work, Mrs. Friedrich arrived 
in the United States in May for a 
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Make “year ’round” profits with... . 


Dealers everywhere are making fine profits with 
HUMPHREY L-P Gas lamps. Here is dependable 
lighting service plus style and durability. Write 
for complete description and prices. 


—* 
a? 


CENERAL GAS LIG 








‘CUP THISAND MAIL TODAY 


if you are not a subscriber to 


BUTANE-PROPANE NEWS 


1709 W. Eighth Street, Los Angeles 14, Calif. 


SUBSCRIPTION ORDER 


Enter my subscription to BU- 
TANE-PROPANE NEWS to begin 
> with the next issue. 


1 Year $2.00 [] 3 Years $5.00 [] 


Check enclosed‘) Please send billO 


NAME —__POSITION 
COMPANY 














STREET ZONE STATE 
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PROPANE 


Have You Filled ALL Your 


Consumers’ Storage? 


This is the "Home Stretch" for 
winter supplies and better 


service. 


CITIES SERVICE OIL CO. 
HAS:— 

THE EXPERIENCE 

A UNIFORM PRODUCT 

A DEPENDABLE SERVICE 


Cities Service Oil Co. 


(Delaware) 


BARTLESVILLE, OKLA. 
CHICAGO, ILL. 


Other Sales Offices 


CLEVELAND KANSAS CITY 
ST. PAUL TORONTO 











six-week tour of gas utilities, home 
appliance factories, and related instal- 
lations. Her official host was Standard 
Oil Co. of N. J. She returned to Bo- 
gota in July to settle down to her 
work of assisting Colombian home- 
makers in getting the maximum 
benefits from their gas service. This 
will include counsel on food prepara- 
tion, diet planning, and kitchen ar- 
rangements. 


Selling Larger User Tanks 
Continues on Radio Stations 


The larger consumer storag2 tank 
committee of the Oklahoma Liquefied 
Petroleum Gas Association, on June 
1, began broadcasting daily in the in- 
terests of its program over the fol- 
lowing radio stations: KCRC, Enid; 
WKY, Oklahoma City; KGFF, Shaw- 
nee; KWFT, Wichita Falls (Texas); 
KBIX, Muskogee; KADA, Ada and 
KVSO, Ardmore. All of these sta- 
tions, excepting KWFT are in Okla- 
homa. 

The broadcasting campaign probab- 
ly will be extended to several other 
Oklahoma stations kefore the cam- 
paign ends in August. 

The committee is headed by Earl 
Parker, Ada. Other members are; R. 
R. Wentworth, Cushing; R. V. Luc- 
cock; Norman; James E. Gambel, Cal- 
umet; R. L. Epple, Tecumseh; J. L. 
Grigsby, Oklahoma City; Francis J. 
Borelli, Okarche and J. E. Jones, 
Pauls Valley. 


Dr. Egloff Makes Extensive 
European Tour for Universal 


Dr. Gustav Egloff, Universal Oil 
Products Co., spent the month of 
July in Europe, visiting Britain, 
France, Belgium, Holland, and Czecho- 
slovakia. He plans to return to the 
United States early in August. 
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C 10 For Safety 


MAGNETIC TYPE and Economy 


ETHYL 
MERCAPTAN 


Purified 


The ACCEPTED 
ACCURATE standard 
STRONG odorant 
LEAKPROOF for liquefied 
petroleum 
gases 











AVAILABLE IN a\/ # 
Saaeines te MALLINCKRODT 
CHEMICAL WORKS 


ST. LOUIS : NEW YORK 











700 COMMERCE ST. DALLAS 2, TEXAS 











“when it's an 


val- Armstrong ... 
L. depend on it 
J. . it's the 
es; finest of its 
kind" 
4 es iz — J % 
RADIANT HEATER 


No. 1690 is a popular seller because it is 
good to look at and will add to the com- 
fort of any room in the House. Produces a 


of clean, dry heat. Brown 
, E | E RS vitreous enamel finish. 
ait, 173%," high. 20,000 or 

















ho- | RALPH N. BRODIE CO., INC. Frag as B.T.U, 
the 953 - 61st Street, Oakland (8) California « Cable Address Write for literature 
Bropico” « Division Offices: Chrysler Bldg., New York City ARMSTRONG PRODUCTS CO. 
59E. Van Buren, Chicago ¢ 302 South Pearl St., Dallas, Texas Quality Since 1899 : 
lews Representatives and Stocks in All Principal Cities out. F Huntington Saad 
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CLASSIFIED 


Classified advertising is set in 6-point type, without border or display, at the rate 
of 15 cents per word per insertion; minimum charge per insertion $3. Box numbers 
for replies count as 5 words. Count as a word each one letter word and each group 
of figures. Classified advertising is only accepted when payment accompanies order. Copy 
and payment must reach publisher’s office prior to to 10th of month preceding publication. 


Free to World War 2 Veterans: Situation wanted ad for three successive months. 

















SITUATIONS WANTED 





FIVE YEARS EXPERIENCE L.P. GAS, BU- 
tane-air and Propane bottle gas, in charge of 
sales, service, and installations. Best refer- 
ences. Box 405, BUTANE-PROPANE News, 1709 
W. 8th St., Los Angeles, Calif. 


NAVAL ACADEMY GRADUATE WITH SIX 
years personnel and precision machinery ex- 
perience, six months oxygen, acetylene and 
Propane experience. Prefer sales promotion in 
Michigan, Pennsylvania or New York. Box 410, 
BuTANE-PROPANE News, 1709 W. 8th St., Los 
Angeles 14, Calif. 


YOUNG MAN WITH EXPERIENCE IN OP- 
erations and sales of bottle gas dealer organi- 
zation and bulk deliveries. Now employed as 
District Manager. Seek connection with pro- 
gressive LP-Gas organization. College gradu- 
ate. Address Box 415, BUTANE-PROPANE News, 
1709 W. 8th St., Los Angeles 14, Calif. 





BUSINESS OPPORTUNITIES 





FOR SALE—RETAIL PROPANE PLANT, 

9000 gallon storage, automatic bottling equip- 

ment. Entire plant all new equipment, located 

in virgin territory with good stock of all types 

of appliances, pipes, fittings and copper. Three 

— Inquire Fremont Lumber Co., Lander, 
yo. 


OPPORTUNITY FOR SOUND INVEST- 
ment in a growing Propane business located 
in an excellent agricultural county seat town of 
5,000 in the middle west. $15,500 will buy % 
interest. Failing health reason for selling. Bulk 
and cylinder deliveries. Appliances. Excellent 
Propane contracts. 18,000 gallon bulk_ storage 
with railroad siding. Reply Box 385, BUTANE- 
— News, 1709 W. 8th St., Los Angeles, 
alif. 


FOR SALE — BUTANE-PROPANE GAS 
business located in town of 5,000, 200 custom- 
ers, business is nine months old. 60 miles from 
Birmingham, serving 5 towns without natural 
or city gas, located in most densely populated 
rural area in the U. S. Good gas contract, 
36,000 gallon propane storage capacity on rail 
siding. New office building and warehouse 
combination, also pump house, loading plat- 
form and adjoining building for cylinder fill- 
ing. Smith liquid pump and Roney 770 pro- 
pane vapor compressor complete with explo- 
sion proof motors. Grounds—1% acres. Four 
vehicles in good condition. Dodge delivery 
truck complete with Smith liquid pump, Nep- 
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tune Print-O-Meter, hose, and fittings. Quan. 
tity of customer propane storage tanks and 
appliances on hand. Maytag Dutch Oven and 
Permaglas water heater dealership. Complete 
office equipment. $55,000. We can also sell to 
buyer of business, if desired, our small five. 
room home which is nine months old, located 
on 2% acres of land four blocks from center 
of town, two blocks from grade and high 
schools. Nine miles from Tennessee River and 
beautiful Guntersville Lake. $8,000. Write Box 
390 BUTANE-PROPANE: News, 1709 W. 8th St. 
Los Angeles, Calif. ’ 


BUTANE PROPANE BUSINESS IN MID. 
west appliance store, both electric and gas. 
18,000 gallon storage, four trucks. Doing $40, 
000 monthly business. 600 tank customers in 
rich territory. Illness reason for considering 
sale price $55,000. Box 395, BUTANE-PROPANE 
News, 1709 W. 8th St., Los Angeles, Calif. 


FOR SALE—ACTIVE B-P BUSINESS IN 
central California Coastal region. Includes ap- 
pliance franchises, 935 net propane delivery 
complete, pick-up and tank yoke trailer, outlet 
on highway supplying heavy truck trade, rent 
al cylinders, and operating stock. $15,000. 
Terms $7,000 cash. Write Box 400, Butane 
a News, 1709 W. 8th St., Los Angeles, 
alif. 


FOR SALE—APPLIANCE AND BUTANE 
business doing excellent business. All new 
equipment, Centrally located in California. 
Write Box 420, BuUTANE-PROPANE News, 17)! 
W. 8th St., Los Angeles 14, Calif. 


EQUIPMENT WANTED 


PROPANE TRANSPORT—FROM 3500 T0 
4200 W.C. Price must be right and in gool 
condition. Speedway Butane Gas Co., Cadiz, 
Kentucky. 











EQUIPMENT FOR SALE 


41 BX MACK 150 CUMMINS DIESEL EN. 
gine 2855 gal. Propane tank—3 axle. 40 Ace 
trailer—3 axle 4,000-gal. Butane tank. 4I 
G.M.C. 3 axle truck, 2,510-gal. Propane tank. 
41 Fresno trailer 2,520 gal. Propane tank. 
United Liquid Gas Co., P. O. Box 547, Fresno, 
Calif. Phone 4-3001. 


FOR SALE—TANKS, FITTINGS—FOR IM 
mediate delivery—150-gallon Butane tanks ani 
fittings, also 250 and 500-gallon Propane tanks 
and fittings. For delivery in 30 days—750-gal 
lon and 1000-gallon Propane tanks and fit 
tings. Kenney Tank Installation Co., 2132 No 
Halstead St., Chicago 14, Ill 
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EQUIPMENT FOR SALE 


foR SALE—NEW PROPANE TANKS: 18,- 
00 gallon gross and 30,000 gal. gross, ASME 
1-68, available for shipment September and 
last quarter. Also available, compressor unit to 
go with tank. Terms cash. Inquire H. E. Lynn 
Co. 2041 Colorado Ave., Santa Monica, Calif. 


123 W. P., U-69, 3800 W.G. TWIN 46” 
gmi-trailer, high tensile steel, 18,000% trailer, 
1644x6” brakes. 1—200% W. P., U-201, 3600 
W. G. single barrel 60” semi-trailer, high 
tensile steel, 18,000 trailer, 1614x6” brakes. 
1-200 W. P., U-201, 4200 W. G. twin 46” 
gmi-trailer, high tensile steel, 18,000 trailer, 
164x6” brakes. Write for full particulars. 
lubbock Machine Co., P. O. Box 1138, Lub- 
bock, Texas. 


WHOLESALE — IMMEDIATE DELIVERY 
on Flaron Brass Fittings. Complete line. Tools, 
tubing, accessories. Good prices. Write 
SCHAAF BROS., INC., OSBORN, OHIO. 


FOR SALE—IMMEDIATE DELIVERY! EU- 
reka Smokehouse Burner Assemblies! For meat 
smokehouses using bottled gas. Completely au- 
tomatic. Clean filtered smoke. Distributes heat 
uiformly. Low gas consumption. Automatic 
temperature and pilot control. Less product 
shrinkage. Easily installed. Write for descrip- 
tive pamphlet. Eureka Equipment Co., P. O. 
Box 396, Beloit, Wisc. 


FOR SALE—STOVE ORIFICES, 4, % AND 
¥ Flare Nuts and other L.P.G. fittings. Write 
FUELGAS CO., 5905 N. Saginaw St., Flint, 
Michigan. 


FOR SALE—120—60,000 BTU MODEL 17764 
Peerless and 68—50,000 BTU Model 50-B-1 
Brilliant Fire Heaters for Propane. Equipped 
with Baso controls. These have been used but 
are in good condition. Will sell for consider- 
ably less than wholesale. Write: Gibbs Home 
Appliances, Columbia, Missouri. 


FOR SALE—PROPANE BOTTLING PLANT 
on wheels, 1989 White tractor with sleeper cab 
and power takeoff attached to Smith pump for 
filling cylinder or unloading, with propane car- 
buretor and 80 gal. propane fuel tank. Trailer 
twin tank 1500 water gals. each built by Mc- 
Namar Boiler in 1944. Working pressure 200 
lbs. under U69. Never been bumped. All on 
10.00-20 tires. Rural Gas Service, 2517 Hartzell 
St. Evanston, Illinois. 


FOR SALE—DUAL BOTTLED GAS REGU- 
lators. Rego or Fisher, $8.00 each. Can also 
furnish one used 100 lb. cylinder at regular 
price with every five regulators purchased. 
Bentley’s, Kinsley, Kansas. 


BRASS TUBE FITTINGS—ALL SIZES— 
Complete stocks. The lowest prices, ever. Mail 
orders shipped promptly. Write for your free 
fittings catalog today. LPG Division, General 
Steel Products Co., Box 4703, Atlanta, Ga. 


FOR SALE—WHITE TRACTOR WB 26 MO- 
tor in WB 22 Chassis, approximately 22,000 
miles; with 4,400 gallon. Propane Transport. 
Salmon Butane Gas & Appl. Co., Inec., Route 
No. 1, Rome, Georgia. Phones 8160 and 4235. 
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FOR SALE—SURPLUS HEADS 30” OD X 
200% W. P. Flanged and dished ASME heads 
one or 600 at $7.00 FOB. General Mfg. Co., 
Okmulgee, Okla. 


EQUIPMENT FOR SALE—ANY QUANTITY 
used 117 lb. ICC 3A480 Propane Cylinders. 
Price right. Box 380, BUTANE-PROPANE News, 
1709 W. 8th St., Los Angeles, Calif. 


1—NEW PROPANE TRUCK TANK. 1300- 
gallon capacity with 250% working pressure, 
55” diameter x 160” overall length. Hemi 
Heads stressed relieved. $1,390.00 FOB San 
Francisco, Calif. Write, wire, or phone. 1215 
Oregon St., Berkeley, Calif. Immediate ship- 
ment. 


1 SMITH MODEL 1044 PUMP AND LELAND 
1%, H.P. Single phase 110 volt motor. All 
mounted on steel base. Completely recondi- 
tioned $200.00. W. B. Chestnut, 443 W. 37th 
St., Long Beach, Calif. Phone 401-617. 


20 LB. PROPANE CYLINDERS, ICC 4B-300, 
814” diameter by 27” high. Immediate delivery. 
Another shipment received. Act quickly. Pre- 
vious shipment sold out in five days. Freon 
war surplus cylinders manufactured by Pressed 
Steel Tank Company. Never used. Have screw 
collar with value cap cover to fit over valve. 
Send $10.00 for one sample tank less valve, 
or $12.50 with valve. Wire orders. Home Gas 
Equipment Company, 1836 E. 28rd St., Cleve- 
land 14, Ohio. Main 3191. 
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Compact * Safe + Economical 


KEROTEST knows the gas business . . . is one of the 
dest manufacturers of forged brass valves for control 
it compressed gases. Backed by a lifetime of ex- 
perience .. . KEROTEST LP-Gas Valves and Fittings 
ue designed compactly to adapt to the most stream- 
ined heads . . . provide complete safety . . . offer 


«onomy in original cost and maintenance. 


KEROTEST MANUFACTURING meni 
PITTSBURGH 22, PENNSYLVANIA 





Your Customers were 


th 


before it 
became Slang! 


But that’s about a!l they were doing 
with L-P Gas twenty years ago! 


See now how modern equipment, 
adapted to the use of L-P Gas, has 
extended its possibilities... 


The drying and processing of foods, 
cutting and heat treatment of metals; 
power for trucks, tractors, pumps, 
electric generators; home lighting, 
space- and water-heating, home 
refrigeration...all these and others 
are now added to the still important 
home cooking service which L-P 
Gas supplies in nearly 4,000,000 
homes this year. 


As this great industry grows, Trageser 
grows with it, giving you the best 
L-P Gas Cylinders that can be made 
with a century of experience in the 
manufacture of pressure vessels, 





